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Angela Lansbury stars in “Mrs. 
Santa Claus” at 7 p.m. Friday on 
CBS. See best bets, Page 23F. 


121099,ft 




A ^*4 * i/ f 

^ * 





K^r 











\ 4 . 



































2F St. Cloud Times 


December 19 -25,1999 


CABLE 

CHANNEL 

GUIDE 


o 

1 & 

c n 

2 E 

• os 

oo 


s 


Fall season’s worst shows 















P LEX 
SCIF I 
TBN 
TBS 
TCM 
TLC 
TNT 
TVL 

[unT 

[USA 

fwGN] 

fZDTV 

"CNBC 



lull*! 


ENC 


CH3 


KTCA (IND) 


WCCO (CBS) 


KSTP (ABC) 


KMSP (UPN) 


KARE (NBC) 


KMWB (WBN) 


WFTC (FOX) 


KPXM (IND) 


Arts & Entertainment 


Am. Movie Classics 


Animal Planet 


Black Entertainment 


Bravo 


Cartoon Network 


Country Music TV 


Comedy Central 


Court TV 


Discovery Channel 


Discovery Home & Leisure 


Discovery Kids 


Discovery Science 


Disney 


Disney Cartoon 


Entertainment TV 


Eternal Word Network 


Fox Family Channel 


Food Network 


FX Network 


Game Show Network 


Home & Garden TV 


History Channel 


nd. Film Channel 


Lifetime 


Music TV 


Nashville Network 


Nickelodeon 


Noggin 


Odyssey 


Movie Plex 


Science Fiction Channel 


Trinity Broad. Net. 


WTBS Atlanta 


Turner Classic Movies 


The Learning Channel 


Turner Network 


TV Land 


Univision 


USA 


Video Hits One 


WGN Chicago (Ind.) 


ZDTV _ 


CNBC_ 


News Network 


CNN Financial 


CSPAN 


CSPAN II 


Fox News Channel 


MSNBC 


ESPN 


ESPN II 


ESPN Classic 


ESPN News 


Golf 


Midwest Sports 


Outdoor Life 
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The Movie Channel 
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A few years back, Bruce Spring¬ 
steen sang “57 Channels (And Nothin’ 
On),” and as we glance at our ever-ex¬ 
panding television options, it often 
seems The Boss was right. 

There are some terrific shows — 
“The Practice,” “Friends” and “The 
Simpsons,” to name a few — that con¬ 
sistently entertain. Others are so aw¬ 
ful that one wonders if the producers 
have blackmailed network executives 
for airtime. Here, in alphabetical or¬ 
der, is the dishonor roll: 

“The Early Show” (CBS) — Jane 
Clayson, a solid reporter, maintains 
her dignity and poise, but she and 
Bryant Gumbel add up to a colossal 
snore. 

“Harsh Realm” (Fox) — Chris 
Carter’s very expensive virtual-reality 
fantasy thriller was canceled after 
two episodes, leading to a reported 
rift between Mr. “X-Files” and his net¬ 
work. 

“The Jerry Springer Show” (syndi¬ 
cated) — Springer alone is not to 
blame for the decline of Western civi¬ 
lization, but he’s definitely a heavy 
contributor. 

“Later Today” (NBC)—With apolo¬ 
gies to the always-gradous Florence 
Henderson, this show is a dud. Follow¬ 
ing Katie Couric and Matt Lauer is no 


Every Hour 


The Weather Channel 


00 National Outlook 
10 TravelWise 
20 Weekly Planner 
25 Local Weather 
30 Weather Center 
40 TravelWise 
45 Weekend Outlook 
55 Local Weather 


CNN Headline News 


00 National & World News 
15 Dollars & Sense 


20 Sports 
24 People & Places 
30 National & World News 
45 Dollars & Sense 
50 Sports 
54 People & Places 


- ▼ - 

Cover story 

easy task, and the golly-gee attitudes 
of Henderson’s co-hosts and the 
forced gaiety make this morning fare 
easy to skip. 

“The Martin Short Show” (syndi¬ 
cated) — Short, a gifted comic, is a 
dream guest on other talk shows, but 
he serves as further proof that hosting 
one is not as easy as it looks. 

“Pokemon” (syndicated)—Parents 
who watch in an attempt to under¬ 
stand the phenomenon are likely to 
realize it exists only to empty their 
wallets. 

“Ryan Caulfield: Year One” (Fox) 
— Perhaps the title was meant to re¬ 
flect how long the pilot felt. Like the 
aforementioned talk shows, doing a 
cop show must be harder than it looks. 

“Suddenly Susan” (NBC) — How 
many awful projects can one person 


do and still be likable? Brooke Shields 
is perky and earnest and remains gor¬ 
geous, but it’s not enough to keep this 
clunker alive. 

“Thanks” (CBS) — Canceled after 
just six episodes, it borders on mysti¬ 
cal as to what could have motivated 
network execs to say yes to a show 
about the Pilgrims’ first winter in the 
new country. 

“Veronica’s Closet” (NBC) — Why 
is this still on the air? Why is Kirstie 
Alley now a bottle blonde? Aside from 
the outlandish costumes they drape 
on her, is anything about this show re¬ 
motely funny? 

We could go on — TV-movie 
“events” that didn’t live up to their 
hype, series that were pulled before 
their premieres — but we won’t keep 
you. It’s the holiday season, you have 
things to do, and you might be missing 
something good on TV. 
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NSP and Bryant Rebates 
Combined 


TO RECEIVE A 
$450 CASH REBATE 

OR 

TEN YEAR PARTS AND 
LABOR WARRANTY 
WHEN YOU PURCHASE 


BRYANT 





+ 90i 


THE INTELLIGENT HEATING MACHINE 





IT «'.U 
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The Plus 90i will also save 
you money on your electric 
bills, thanks to the highly 

efficient variable-speed 
motors. This combination 
of gas and electric savings 
makes the Plus 90i one of 

the most energy-efficient 

furnaces you can buy. 

For a free CKtimntc call Lyon 
about Bryant today, n participat¬ 
ing Bryant dealer. 




At «n ENEBGr 8TAM Fame 
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8ALES SERVICE 
INSTALLATION 

RESIDENTIAL 
COMMERCIAL 
HEATING AND AIR 
CONDITIONING 


rbryann 


AUTHORED BRYANT 
DEALER 



As a committed member of the Bryant 
team, your Bryant dealer will help you enjoy 
worry-free comfort season after season. 


HEET METAL A HEATING, IN 

235 Stearns Drive 
Sauk Rapids, MN 56379 

Sidney Lyon 

(320) 252-1371 



MORE than just the same old news. 




More of the big stories 
America wants most. 
NBC breaking news 
coverage when you 
need it most. 


Nowon 

Bresnan 

Channel 


On Cable and the Internet, 
it's more than just 
the same old news. 
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55, works as a composer these days, were fired for being more popular. 
Among many other projects, he com¬ 
posed the score for the 1995 minis¬ 
eries “The Revolutionary War.” Did 
you know he’s the brother of Lani 
O’Grady (Mary) of “Eight Is 
Enough”? 

Recently on Lifetime, we saw a 
movie called “The Client” based 
on John Grisham’s book, but with 
JoBeth Williams as Reggie Love 
and a completely different story. 

How is that possible? -Nancy Field, 

Rudd, Iowa. 

Simple. What you saw was taken 
from a 1995-96 CBS series adapta¬ 
tion using characters but not the plot in 1914, Joseph Kennedy and Rose 
from the book and hit feature film. Fitzgerald married in a private ceremo¬ 
ny in the Archbishop of Boston’s private 


Pipeline 

Lola Albright played his girlfriend, 
Edie Hart. 

As a child watching TV during 
the ’60s, I remember having a 
crush on the actress playing the 
lead part in a show called “Karen.” 
Who was she, and what is she do¬ 
ing now? -Will Bennett, Orinda, 
Calif. 

“Karen,” which aired 1964-65 on 
NBC, marked the series debut of 
charming Debbie Watson, then 15, 
who starred as bubbly Karen Scott. 
The family comedy originally was 
part of a 90-minute sitcom block 
called “90 Bristol Court.” The follow¬ 
ing season, Watson starred in “Tam¬ 
my,” based on the hit movie come¬ 
dies, then did three TV movies: 
“Munster, Go Home” (as Marilyn), 
“Tammy and the Millionaire” and 
“The Cool Ones.” 

Watson apparently left acting af¬ 
ter a 1969 guest appearance on “The 
Virginian.” I have no information on 
her current whereabouts. 
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What happened to “Suddenly 
Susan”? Which shows actually 
have already been canceled? -So 
Confused I Forgot to Sign This E- 
Mail. 

As of this writing, the Brooke 
Shields sitcom is slated to go on in¬ 
definite hiatus soon due to weak rat¬ 
ings. Its future looks dim. Already 
canceled: “Wasteland,” “Harsh 
Realm,” “Ryan Caulfield: Year One,” 
“Cold Feet,” “Work With Me,” “The 
Mike O’Malley Show” and — yanked 
before it even aired — “Manchester 
Prep.” 

Hearing the theme from “Peter 
Gunn” at a recent concert started 


Robert Urich (“Spenser: For Hire ) 
got his big break playing Burt Reynolds’ 
sibling in a play. Reynolds let him stay at 
his home. 


There have been more than 10 feature 
films, three movies and one miniseries 
adaptation of the Charles Dickens novel 
Oliver Twist. 


Brooke Shields 

SUDDENLY SUSAN 


And I am bound to get letters un¬ 
less I mention this: Karen Valentine 

from Room 222 also starred in a Send questions of general interest to 
short-lived ABC sitcom called yy p/pg//ne, TVData Features Syndi- 
“Karen” in 1975. cate, 333 Gien Sti G/ens Fa//s, NY 

Whatever became of Don Grady, 12801, or e-mail to tvpipeline@tvda- 
who played Robbie on “My Three ta.com. Only questions selected for this 
Sons”? I thought we would have column will be answered. Personal 
seen more of him. -H.S., Engle- replies cannot be sent. 


you remind me who played the ti¬ 
tle character and his leading lady? 
-Frustrated in San Dimas, Calif. 

Craig Stevens played Gunn in that 
1958-61 detective drama with the 
haunting theme by Henry Mancini. 


There have been more than 300 
movies about Christmas and Santa 
Claus, but just 24 films about Easter and 
its famous bunny. 


Synopsis 


Harmony. Theresa was stunned when 
Ethan took Gwen to the tree lighting 
ceremony. 


Thorne. Amber worried that Rick had 
turned to Kimberly in his time of need. 
Macy invited her family to a special event 


Tad promised Rae and Dixie he 
would convince Stuart to do good 
things with Adam's money. David admit¬ 
ted to Erica that Alex blamed him for 
the death of her best friend. Ryan was 
unable to shake the image of Jake kiss¬ 
ing Gillian. David was horrified when 
Alex told him they would be running the 
foundation together. Liza realized Tad 
had caught on to their deception. Janet 
paid Sophie off, but she did not leave 
town. 


Days of Our Lives 

Hope was rocked to the core when 
she learned it was December 1999 and 
that she had lost another year of her life 
Kate and Nicholas found themselves 
drawn into a kiss, just as Victor and Vi¬ 
vian entered the room. Sami accused 
Brandon of having two personalities. 
Craig and Nancy returned to Salem, but 
he didn’t want Chloe as part of their 
family. Phillip asked Vivian for a loan. 


Port Charles 


Courtney realized she might need to 
sacrifice her baby in order to save her 
own life. Lucy tried to question Char¬ 
lene about the death of her parents, but 
her aunt wasn’t in the mood to talk. Joe 
was able to save Courtney's life. Rachel 
made D.V. hurt himself again. Eve and 
Kevin asked Matt to help them find 
Ellen. 


One Life to Live 

Nora and Sam made plans for their 
New Year’s Eve wedding. Roseanne 
was furious when she found a pack¬ 
age Cristian was sending Jessica for 
her birthday. Renee told Max she had 
decided to keep the truth from Asa 
and accept Max as her son. Blair 
begged Dorian to find the adoption 
certificate in Skye’s things. Jessica 
was shocked when she opened her 
mysterious present. 


Margo and Tom's desperate search 
turned up some clues, but it was almost 
too late. Chris learned the truth about 
Abigail. Jennifer trifed to play peacemak¬ 
er for Barbara and Carty, and Isaac also 
tried to help. Ben and Denise made 
plans for the future. 


General Hospital 

Nikolas found Liz and Jason together 
and jumped to the wrong conclusion. 
Carly told Bobbie she was afraid she 
had lost Jason forever. Jerry asked 
Bobbie to run away with him. Luke ar¬ 
rived too late to rescue Felicia from Fai¬ 
son. Hannah was assigned to the Port 
Charles police department as the FBI li¬ 
aison. 


The Young and 
the Restless 

Mac was upset when she learned 
Billy was taking Brittany to the dance. 
Tomas tried to convince Nina that he 
wanted her to succeed. Olivia admitted 
to Neil that her cancer might be recur¬ 
ring. Michael wanted Diane to go on va 
cation with him. Ashley received a dis¬ 
appointing letter from Cole. Victoria 
wondered how much longer she would 
be able to defend her father. 


Family to 
ie Movies! 


Passions 

Ivy was devastated when she over¬ 
heard Sam declare his love for Grace. 
Martin escaped from Luis, Sheridan 
and Julian. Hank wondered if Sheridan 
was falling for Luis. The Bennetts and 
Russells agreed to attend Ivy's Christ¬ 
mas oartv. Martin decided to return to 


The Bold and 
the Beautiful 

Stephanie prepared to do battle w 
Brooke. Becky received good news 
about her future. Darla gave Macy an 
idea of how to make things nght with 


Jim proposed to Beth. Edmund 
made a discovery that could destroy 


Share the Spirit this Holiday Season 
th your donation to Catholic Charities 
Holiday Programs, benefiting families 

in need in the St. Cloud area. 


ATHOLIC 




ith a $15 donation 
Charities Holiday Programs! 


of Si Cloud 


• Bresnan@Home • Digital Cable 

• HBO/Cinemax • STARZS/Encore 

• Showtime/Movie Channel 

• NBA League .Pass — . Jt ESPN Full Court 


Expm 12/31/99, offer (MtKtKm nwy apply. 


What happened to ‘Suddenly Susan’? 


Trivia 


By Taylor Michaels 


▼ 


When Bob Mariey and the Wailers 
first toured the United States, they' 
Former Mouseketeer Grady, now opened for Sly & the Family Stone. They 
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Arena in Buffalo, N.Y. (Live) (CC) 
4780101 _ 

7:00 p.m. IwlkM NBA Basketball. 

Seattle SuperSonics at Minneso¬ 
ta Timberwolves. From the Target 
Center in Minneapolis. (Live) 

883897 _ 

8:00 p.m. College Bas¬ 

ketball. North Carolina at 
Louisville. (Live) 102830 


Spurs. From the Alamodome in 
San Anto nio. (Li ve) (CC) 799808 
8:00 p.m. College Bas¬ 

ketball. Jimmy V Classic - Flori¬ 
da vs. Rutgers. From East 
Rutherfo rd, N.J. (Live) 174860 

NHL Hockey. St. Louis 
Blues at Phoenix Coyotes. From 
the America West Arena in 
Phoen ix. (Live) (CC) 1728889 

College Basketball. Pete 
Newell Challenge -- Mississippi 
State vs. Stanford. From Oak¬ 
land, Cali f. (Live ) 403599 
0:30 p.m. College Basket¬ 
ball. Pete Newell Challenge ~ 
California vs. Gonzaga. From 
Oakland, Calif. (Live) 672860 


2:00 p.m. O NFL Football. San 

Diego Chargers at Miami Dol¬ 
phins. From Pro Player Stadium 
in Miami. (Live) (CC) 563548 
03 NFL Football. Detroit Lions 
at Chicago Bears. From Soldier 
Field in Chicago. (Live) (CC) 
184221 

3:00 p.m. O NFL Football. New 

York Jets at Dallas Cowboys. 

From Texas Stadium in Irving, 
Texas. (Live) (CC) 474600 
3:30 p.m. 03 Figure Skating. 
Grand Slam of Skating - Profes¬ 
sional Super Teams Challenge. 
Professional skaters are paired 
into teams to compete in techni¬ 
cal and artistic programs. (Taped) 
(Live) (C C) 7872 42 
7:15 p.m. 1*^1 NFL Football. 
Buffalo Bills at Arizona Cardinals. 
From Sun Devil Stadium in 
Tempe, Ariz. (Live) (CC) 

97865155 


2:00 p.m. S3 NFL Football. Dal 

las Cowboys at New Orleans 
Saints. From the Louisiana Su¬ 
perdome in New Orleans. (Live) 
(CC) 867521 


11:00 a.m. Q College Football. 

Blue-Gray All-Star Classic. Top 
college seniors from the North 
are pitted against the best from 
the South in this gridiron contest 
from Montgomery, Ala. (Live) 
(CC) 110831 

2:30 p.m. Q College Football. 

Aloha Bowl — Arizona State vs. 
Wake Forest. From Honolulu. 
(Live) (CC) 780019 

3:00 p.m. O NFL Football. Den¬ 
ver Broncos at Detroit Lions. 
From the Pontiac Silverdome in 
Pontiac, Mich. (Live) (CC) 912496 
6:00 p.m. G) NBA Basketball. 
New York Knicks at Indiana Pac¬ 
ers. From Conseco Fieldhouse in 
Indianapolis. (Live) (CC) 951496 
7:30 p.m. College Foot¬ 

ball. Oahu Bowl — Hawaii vs. 
Oregon State. From Honolulu. 
(Live) (CC) 578903 
8:30 p.m. G1 NBA Basketball. 
San Antonio Spurs at Los Ange¬ 
les Lakers. From the Staples 
Center in Los Angeles. (Live) 
(CC) 666816 


6:30 p.m. College Foot¬ 

ball. Mobile Bowl - East Caroli¬ 
na vs. Texas Christian. From Mo¬ 
bile, Ala. (Live) (CC) 6250993 
7:00 p.m. ID NBA Basketball. 
Minnesota Timberwolves at 
Chicago Bulls. From the United 
Center in Chicago. (Live) 419822 
rm NBA Basketball. Utah 
Jazz at Miami Heat. From Miami 
Arena in Miami. (Live) 325667 
■wfcM College Basketball. Cen 
tral Michigan at Purdue. (Live) 

916782 _ 

8:00 p.m. College Bas¬ 

ketball. Cincinnati at Oklahoma 
(Live) 418385 

11:00 p.m. College Bas¬ 

ketball. Texas at Utah. (Live) 
194483 


6:00 p.m. College Bas¬ 

ketball. Wake Forest at 
Arkansas . (Live ) 5864223 
6:30 p.m. fZTFl NBA Basketball. 
Minnesota Timberwolves at 
Cleveland Cavaliers. From Gund 
Arena in Cleveland. (Live) 106952 
8:00 p.m. Q NFL Football. 
Green Bay Packers at Minnesota 
Vikings. From the Hubert H. 
Humphrey Metrodome in Minne¬ 
apolis. (Live) (CC) 398643 


6:00 p.m. College Bas¬ 

ketball. Jimmy V Classic -- Indi 
ana vs. North Carolina. From 
East Rutherford, N.J. (Live) 
437518 

7:00 p.m. QZQ NBA Basketball 

Phoenix Suns at San Antonio 


6:00 p.m. College Bas¬ 

ketball. Michigan State at Ken¬ 
tucky. (Li ve) 10738 5 
6:30 p.m. NHL Hockey 

Colorado Avalanche at Buffalo 
Sabres. From Marine Midland 


Quarterback Randall Cunningham and the Minnesota Vikings 
host the Green Bay Packers in NFL Football Monday on ABC. 


• Candice Bergen had a smaller bedroom and I 
the wooden sidekick of her ventriloquist father. 


By John Crook 

TVDATA FEATURES WRITER 


Rudolph the Red-Nosed Reindeer 
Had a very shiny nose. 

And if you ever saw it. 

You would even say he appears to 
have a parasitic infection of the upper 
respiratory system. 

OK, OK, maybe those lyrics aren’t 
destined to go down in holiday histo¬ 
ry, but you may well regard 
“Rudolph” and other yuletide tradi¬ 
tions in a new light after seeing “The 
Science of Christmas.” 

Based on Roger Highfield’s popular 
book “The Physics of Christmas: From 
the Aerodynamics of Reindeer to the 
Thermodynamics of Turkey,” the one- 
hour special premieres Wednesday, 
Dec. 22, on Discovery Channel. 

If the whole project sounds like 
something dreamed up by whimsy-im¬ 
paired poker faces in white lab coats, 
guess again: This lighthearted hour 
doesn’t take itself too seriously and is¬ 
n’t afraid to tackle some of the tough 
questions, such as how Santa manages 
to make deliveries to nearly 842 mil¬ 
lion homes in a single night. (Answer 
a space-time warp. Well, duh!). 

As for Rudolph and his scarlet 
schnozz, the special journeys all the 
way to Cape Nome, Alaska—60 miles 
south of the Arctic Circle — to get an 
expert opinion from Greg Flnstad, 
head of the reindeer research pro- 


When it s time to hit the trails, we can 
help you find the snowmobile coverage 
you need in your winter wonderland. 

Call today. 


Jim Lauerman John Herman 

320 - 251-9141 

4170 Thielman Lane. Suite 102 
St Cloud. MN 56301 
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SUNDAY MORNING 

I b f a I 6:00 

0KSTP 5 5 On Other 56432 


WCCO 4 4 Is Written 34242 


OlKARE 11 111 Paid Prog. 90890 


SJWFTC 12 10 Paid 605529 


OKMSP 9 9 Paid Prog. 48762 

fflKMWB 23 23 Paid Prog. 21364 


CDkPXM 13 ‘ 13 Paid 500285 


KTCA 2 2 (Off Air) 


B - Bresnan A - Astound 


6:30 

With Style 57068 


Bill Nye 97616 


Speak 80364 


Paid Prog. 20109 


Paid Prog. 99068 


Paid Prog. 24987 


Discovery 66987 


2 


31 


7:00 1 7:30 

Mac Hammond 55797 


Cry ptkeep 33906 Warriors 49513 


In Touch Ministries 98093 


Duplantis 59109 Copeland 38616 


Doug (El) 79118 [Recess 10093 


Creflo 53987 Speak 65722 


In Touch 347513 


Sesame Street (R) (El) (CC) 27567 


8:00 i 8:30 1 9:00 

Paid Prog. 56722 Paid Prog. 55093 


Sunday Morning (CC) 33616 


Today Actress Jodie Foster. 99722 


Fox News Sunday 415513 


Sabrina 18161 Recess 17432 


Parsley 54513 Dr. James Kennedy 939258 


In Touch 76703 | In Touch 75074 Paid Prog. 93426 


Noddy (El) (CC) 22068 | DigitalDuo 22797 


9:00 _*30 

News (CC) 65180 


Nation 51797 


Meet the Press (CC) 16838 


Honey, I Shrunk the Kids 614277 


10:00 


10:30 


Doug (El) 35884 


Recess 42616 


Paid Prog. 88068 


Paid Prog. 11118 


Almanac 155529 


This Week (CC) 67987 

News (CC) 45797 

Whatever 71616 

Young 22364 

Mechanics-Kids 

Football 28180 

Sabrina 86548 

Recess 31068 

Larry J. 48567 

Paid Prog. 46548 

Paid Prog. 80567 

Paid Prog. 95838 


Group 24109 




♦ ★ ‘Kansas Pacific" (1953) Eve Miller (1:13) 943529 


Holiday at Pops! (R) 974258 


House Beautiful “Eclectica” 722616 


57 581 “The Fighting Kentuckian” 779906 


35 36 Nature 523971 lAnimal 11451 


28 81 Jakes 507180 St. Stephens 


43 37! Mil-LOONEY-um 7402109 


34 401 Pinnacle 259345 Page One 


53 48 Saturday Night Uve (CC) 6737890 


27 44 Facts 5953987 Paid 8762180 


3 3 Public Policy Conference 488426 


* * "Tarzan and the Lost Safari" (1957) (124) 692797 


FX 


LIFE 
NASH 
NICK 
PLEX 
SCIF I 
TBN 
TBS 
TCM 
TLC 
TNT 
TVL 
UNI 
USA 
WGN 

ESPN 
ESPN2 


18 32 Paid 539513 


58 31 Little Mermaid 


22 25 Mercy 8420669 


36 33 Mega Man_ 


25 55 MASH 7523703 


37 51 Paid 808635 


33 74 Paid 323180 


30 34 ChartieB 537155 


42 56 FROG 9545154 


49 54 Paid 4576242 IPaid 3137161 


21 24 Rod Parsley 4503180 _ 


Paid 822659 


Ducktales (CC) 


Joyful 1835616 


Mega Man 


Fit TV 7091451 


Paid 298109 


Paid 706364 


Ace Ventura 


Stuff 8074838 




Zooventre 40451 I Acorn 36258 


Feed 600616 Blessing 612451 


Mil-LOONEY-um 3401703 


Sunday Morning 285155 


Saturday Night Live (CC) 6624190 


In Touch (CC) 9262635 


Sunday Journal (Live Phone-In) 791567 
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_(CC) 7039068 (CC) 7111616 9981155_ 

[Homicide: Life 5950074 Wiseguy 5953161 Homicide: LMe 4240155 

" The f orce of tornadoes; gathering information FBI Files "Shattered Shield" (R) 868242 Nature’s Wrath (R) 738277" 


Mil-LOONEY-um 7903722 


52 73 Top 12 Countdown [Best of Showcase Stone Country 6013797 _ [Countdown B( 

Saturday Night Live Nathan Lane, Metal- A A “The Chase” (1994, Adventure) Charlie Sheen, Kristy 
bJ | 48 lica. 8032890 _ and his obliging hostage head for Mexico. (1:28) 5513600 

27 j 44 Homicide: Life 6795708 Homicide: Life 5954890 |The Client (CC 

(5:00) In Search of Liberty Bell 7 (R) Nature's Wrath (R) 869971 Raging Planet 

18 ' 32 307105 _ on hurricanes. 

[Home Pro ‘Floor [Men inToolbelts Your New House Home Savvy Wood Interior Motive 

w 102 Refimshing’ (R) (R) (R) burning fireplace. room on a bud( 

Story Studio Weird Real Kids, Real Ad- Jaws & Claws Lions Crocodile Hunter's Outward Boun 

0 adventures. (R) ventures (R) and cheetahs. Croc Files Rat tale. High-ropes cou 

,«« Understanding Right (R) Discovery News (R) Ultrascience ‘Black Fireworks! (R) 

72 100 __ Aircraft" (R) 

| So Weird “Fountain" Gargoyles (CC) 

58 31 (R) 835180 826432 

Timon & Pumbaa Tale Spin (CC) 

59 | 39 (CC) 4879093 14860345 

Celebrity Profile “Diahann Carroll" (R) 

84 49 807567 

22 2$ Consecration 

” |T7 (5:00) “The Christmas Path" (1999) Di- 
3b 33 a ne McBain. (1:37) 206513 _ 

72 76 Hot Holiday Gifts 2937068 


Darkwing Duck 

(CC) 109277 
Ducktales (CC) 
5707258 

Club Vegas 900093 


Aladdin (CC) Darkwlng Duck Gargoyles (CC) GargoylesOXj [Shnookums & Meat I SonictheHedae- B 

5716906 |(CC) 5622513 54717 97 2930155 2777161 hog 2793109 5 

True Hollywood Story "Hulk Hogan' True Hollywood Story 'Bob Guccione" Howard Stern (R) Howard Stem (R) T 

813513 _ 1806277 165093 673123 6 

Consecration of the Shrine of the Most Blessed Sacrament of Our Lady of the Angels Monastery From Hanceville. Ala. (R) 776987 Life on the Rock (R) 957180-C 

* * ”, “One Christmas" (1994, Drama) Katharine Hepburn, Henry Winkler. A boy is I Nobel Peace Concert From Oslo, Norway, international pop stars perform a celebra- L 
sent to New Orleans to se e his e stran ged father. (CC) (1:36) 901161 _ tory co ncert in recognition of the winners of the Nobel Peace Prize 657703 a 

Ernerii Kicks Up 7816242 _ [Decadent Desserts With 7998890 Martha s Holiday Kitchen 7812426 ~ ~[Emeril Kicks Up 7815513 -S 

(5:00) * “Scarface” (1983, Drama) Al Pacino. Michelle Pfeiffer, Steven Bauer. A Cuban immigrant [M'A’S’H Life Time" Millennium ‘Midnight of the Century" (CC) MarriedlWith 7 bickTPaula l 

fights to the top of Miami's drug trade. (2:50) 8056884 _ 1827161 9059426 4105161 Celebrity 4121109 6 

Inquizition 7894258 [Rock & Roll Jeop- [What's My Line [I’ve Got a Secret [To Tell the Truth Password 7497797 Name's the Same [Two for the Money - Price Is Riqht Game of the W*ek V 

•fdy 7818838 7492242 7807722 7574890 5172819 1115548 7304838 7380258 5 

This Old House (R) Dream Builders (R) Before & After Extreme Homes Christmas Castles (R) 9905884 Restore America Good Life 1977906 Before AAfter (Rl 'Ertreme~Hnmp<; TrT r 

9132364 9123616 3175068 9049600 4261906 6565703 6574451 ^^ 

Great American History Quiz (R) Tales of the Gun “Guns of Browning’ (R) Sworn to Secrecy The history of aerial History Undercover To the Edge of Military^Blunders The SirTkina of the T 
1191154 __ 3133364 _ [surveillance. (R) 3046884 _ Space: Project Manhigh" 3139548 _Graf Spee 3132635 * 5 

(5:30) * “Denise Calls Up" (1995, * * A "My Own Private Idaho' 1 (1991, Drama) River Phoenix, Keanu Reeves, James A * A “The Snapper” (1993, Comedy) Colm Meaney An Irish-1(‘45) * * * “Mv Own 

Comedy) Tim D al y. (1:20) _ Russo. Masked motives lead to betray al for two young drifters. (1:42) _ man d eals with his unwed daughter's pregnancy. (1:34) Phoenix Keanu Rppvp 

(5:00) * A "Deadly Matrimony" (1992. Drama) Brian Dennehy. Lisa Eilbacher, Treat Williams. A detective sleuths the murder of [Any Day Now (CC) 574426 1Beyond Chance Tm e r n en n T ftn RmitP r T < 

a shady lawyer's wife. (320) TONI * ' 

Sex-’90a 798890 I Sex in the 90s 984155 Sex in 

Realtree Outdoors American Shooter IrvFisherman Tele- Ameri 

(R) 104242 291722 _ vtoton 567277 29790C 

Journey of Allen Secret of Alex Little Bill 324703 Nick News (El) Brady Bunch Bewitched 

Strange 424726 1729118 _ [974242 _ 333451 _ 

Innovators (R) 1110093 [Beauty and t*>a Beast 6015155 * * * * "Foxfire" (1987) Jessica Tandy, Hume Cronyn. (1:40) 6108819 

Wind at My Back “Moonshine Struck" (R) * * “Josh Kirby... Time Warrior! Last Battle tor the Uni- [***“lnS< 

6106451 _ verse" (1996. Fantasy) Corbin Allred. (130) 4957066 _| ric e Chevalie 

Outer Limits The New Lease’ (CC) Burning Zone “On Wings of Abels’(CC) [visitor The Devil's Rainbow (CC) 

7905180 7818800 7901364 

Long 5605074 Kenneth Copeland jCreflo 1316451 Praise the Lord (CC) 1868451 

T (1990, Science Fiction) Danny Glover, 




bex 947838 Green 521398 

Hunting the Coun- Remington C 

try (R) 917258 531987 

Jeffersons (CC) Taxi 841180 


Legends Championship 




Couldn’t Keep Her" (R) 1105161 


Bishop McClintfon [Jack Hayford 7398345 

T*h “Die Hard T (1990) Bruce Willis An L A 

(5:00) *** "MildredPierce” (1945) 

Joan Crawfor d. (1 49) 64 87971_Hutti 

ftauma: Ufa In the feft life Less Ordi- Side 
nary" (R) 554830 ness 






first became a pari 


38 Flip W. 7892890 [All in the Family Museum of Television 6013797 Adam-12 [Dragnet*/ 

30 El Diario de Daniels Gala de la HispankJad 

“ WWF Sunday NighfHeal (tC) 480093 Pacific Blue "Swimming in the Dead Pool JAG ‘Death Watch" (CC) 583529 

53 __ (CC) 507109 _ 

72 Billboard Music Awards (R) 998258 Behind the Music "Genesis’ 99< 

16 >T"Scrooge" (1970) Albert Finney, Alec Guinness (CC) (1 58) 638884 MacGyver "Pirates" 639513 


1113180 


La Femme Nikita Michael takes Section 
One over from Operations. 596093 

Legends The Clash’ 902451 

Newt 9012277 [instant Rpplay 




















































































































































CNN J 
CNNFl 
CSPAN 


CSPAN2 


SPORTS CHANNELS 


ESPN2 


ESPNC 


SPEED 


PREMIUM CHANNELS 


SH0W2 


STARZ! 


National Geographic Explorer (F 
Sports 746161 [NBA 762109 


7512345 


CNN & Time (R) (CC) 378819 

(OffAirj 

British 185242 | White House 

Biography on Book TV (R) 

0 Reilly Factor IR) 


46 (Off Air) 

3 Road to the White House 737155 
iF Miami Book Fair Miami Book Fair 

A2 Beltway Boys (R) |Beyondthe 


_ British 296797 | Road to the White Hi 

Pete Hamill. David Maraniss and Carl Hiaasen. (R) 

Judith Regan Tonight 
Weekend Magazine 


Booknotes (R) 818068 


Booknotes 819797 


Fox Magazine (R) 


Full Nelson (R) 
Time and Again 


O'Reilly Factor iR) 
Time and Again 


Buffalo Bills at Arizona Cardinals. From Sun Devil Stadium in Tempe, Ariz. (Live) (CC) 97865155 


Sportscenter (CC) 


NFL Primetime (R) 

(CC) 419906 

America's Horse 

7952242 


Sportscenter (CC) NFL Primetime 

336068 _ |(CC) 8199529 

Motorcycle Racing Suzuki Cup Finals 
(R) 2090190 _ 

Internet Viewers Choice 3121529 


Cycling Van's Freestyle Motocross. From RPM 2Night (CC) 
Las Vegas. (R) 5952432 1224426 _ 

Sportscentury 

5473548 

ESPNews 1 ESPNews ESPNews 


Sportscentury: Greatest Coaches of the Century Highlights and interviews with 50 Greatest Ath- 

seven of the top coaches of all time. 3922364 letes 4611819 

Sportscentury [Evonne Goolagong vs. Billie Jean King |Internet Viewers Choice 3527118 
5389155 1974 U.S. Open Final. 3135722 

ESPNews ESPNews [ESPNews 


ESPNews 


ESPNews 


ESPNews 




Golf Central (R) Profiles of a Pro 

7037600 7126548 

FOX Sports News 922180 


Golf: Drive. Chip 
4611529 


Golf Junior Acade¬ 
my 9069987 


Shootout Highlights 


Golf Junior Acade- PGA Champions Clinic 9230258 

my 1550074 _ 

Fiahts. (TaDed) 420432 


9243722 


World Cup Skiing FIS Alpine -- Women's Great Outdoors- 

Super G (R) 9245180 _ IW«n 7119258 

Auto Racing American Le Mans Series. Classics (R) 
From San Diego (R) 9245180 7119258 


Great Hikes (R) 

7128906 

News 7128906 


Wilderness 4613987 Trailside: Adven- 
_ hire 9061345 

Apollo 12: The Intrepid Voyage (R) 

5699074 


Wilderness 8541797 Trailside: Adven- 
_ ture 8626432 

Airline Story Golden Age. 9232616 


Great Outdoors- Great Hikes 

man 8638277 1552432 

Apollo 12: The Intrepid Voyage (R) 

9150068 


(5:20) * * , "Back to School" (1986 
Comedy) Rodney Dangerfield, Sally 
Kellerman. PG-13* (1:36) 93817451 


(:40) Reverb (R) 

84149906 


an Loves a Woman" (1994. Drama) Andy Garcia, Meg Ryan. Lau- (:15) Taxicab Confessions 2 Passengers reveal their intimate (:25) * 
ancisco couple’s seemingly idyllic marriage threatens to collapse secrets to taxi drivers on the streets of New York. (R) (CC) “Firestorm" (1998) 

f the wife’s alcoholism. R’ (CC) (2:04) 27668277 _ 26877155 _ |'R’ (129) 8054600 

(:40) * * “Porky’s Revenge" (1985, Comedy) Dan Monahan. (:15) * * “U.S. Marshals" (1998, Suspense) Tommy Lee Jones. Wesley Snipes, 
u- Wyatt Knight. Tony Gamos. R' (Adult language, adult situations, Chief deputy marshal Sam Gerard attempts to capture an escaped convict who al- 

|nudity) (1:33) 44266971 __ [legedly killed two federal agents. ‘PG-13’ (CC) (2:13) 28462109 _ 

. Brendan Fraser. Lynn Hoop Life 3639068 |(:45) Line's ’Real Time' (CC) 90152838 [Rude Awakening |As*Dogboys" (1998. Suspense) Dean 
- his friendship with a “Slakula" (R) 764567 Cam. Bryan Brown. Tia Carrere. (132) 

r 4093 ____ 6084703 _ 

Behavior" (1998) James Marsden. A teen and * * * “Go Now" (1995. Drama) Robert Carlyle. A dedicated * * "Class" (1983. Drama) Rob Lowe, 
i discover a sinister secret among their seem- lover tries to help an athletic construction worker cope with the Jacqueline Bisset. ‘R’ (Adult language. 

mates. R'(1:23) 2894890 _ |onset of a debilitating disease. R’ (1:21) 6452635 _ [adult situations) (1:38) 6837161 

|(:35) A * A "The Mighty" (1998. Drama) Sharon Stone, Elden Henson. A physically |(:20) “Out of Sight" (1998. Drama) George Clooney. 


(5:35) * A “Doctor Dolittie pm 

Comedy) Eddie Murphy. Ossie Davis PG- 
13* (CC) (135) 15690548 __ 

(5:05) ♦♦♦“The | Movie News: The 
Borrowers" (1998) Talented Mr. Ripley 
(1 23) 35386600 (R) 129345_ 


on her. ‘R’ (Adult la 

(5:15) * * »"Dan 
(1998. Drama) Me 
Gambon. 'PQ’ (CC 

(4:40) "The Last 


SUNDAY EVENING 


B - Bresnan A - Astound 


December 19,1999 


6:00 


6:30 


7:00 


7:30 


8:00 


8:30 


9:00 


9:30 


10:30 


11:00 


11:30 


NEWS CHANNELS 


Squawk Box 

Hardball (R) 

National Geographic Explorer 4320345 

Tim Russert (R) 5963548 

Worldview 

Sports 127987 

Worldview 

Pinnacle 856141 

CNN & Time (CC) 581161 j 

Planet Wolf 405797 


ESPNN 


HBO 


ESPNews 

ESPNews 

Golf Academy 

1570838 

Golf Central 

1554890 

(5:00) English Premier League Soccer 

Teams to Be Announced 805074 

World Cup Skiing FIS Alpine - Women s 
Super G. (Taped)8049180 

Classics 1476068 

News 1563548 


* * * * -American Graffiti" (1973, Comedy) Richard Dreyfuss, Ron Howard, Paul A * “Money for Nothing" (1993) John Cusack. An unemployed (:45) * * * “The Warriors" (1979. Drama) Michael Beck. 

Le Mat Four teens in 1962 California get a final, nostalgic glimpse of innocence be- longshoreman finds a bundle of cash that fell off an armored James Remar. Thomas Waites R’ (Adult language, violence) 

fore facina their postgraduation lives. 'PG' (CC) (1:5 2)7476242 _ car. Based on a true story. ‘R' (1:40) 5291890 _ |(CC) (1:30) 10718258 _ 

♦ A “Lethal Weapon 4" (1998. Action) Mel Gibson, Danny Glover. Detectives Riggs (:15) A A “Witness Protection" (1999. Drama) Tom Sizemore. Mary Elizabeth Mas-1(:05) Chris Rock 
and Murtaugh take on a crime gang that is smuggling Chinese families into the United trantomo. A family is put through an emotional wringer as they adjust to their new lives Jay-Z (R) (CC) 

States. R’ (Adult language, violence) (CC) (237) 4837529 _ |in the Witness Protection Program. (CC) (1:41) 44367600 _ 1 74348426 _ 

a As “When a Man Loves a Woman" (1994, Drama) Andy Garcia, Meg Ryan. Lau- (:15) Taxicab Confessions 2 Passengers reveal their intimate 
ren Tom. A San Francisco couple’s seemingly idyllic marriage threatens to collapse secrets to taxi drivers on the streets of New York. (R) (CC) 
under the strain of the wife's alcoholism R' (CC) (2 04) 27668277 _' 28877155 __ 


C. ton M^haoi Knnn ooliceman teams up with Chinese authorities to topple an deformed boy and the illiterate neighbor he has been assigned to tutor imagine them- Jennifer Lopez, Ving Rhames. ’R' (Adult language, violence) 

international drufl ring.'R’(CC) (1:31) 8996109 _ I solves as Knights. 'PG-13'(Violence) (CC) :40) 54948068 _ 1(CC) (2:02) 32062548 

M|nh t~ a the Roxbury" (1998 Comedy) WM Far* A As Tm Gonna Git You Sucka" (1988, Comedy) Keenen A a "Naked Lies" (1998) Shannon Tweed. A DEA agent sends (:05) A 54 "U-Turn" (1997, Mystery) Sean 

Mniiu Shannon PG-13' (Adult lanauaqe. adult Ivory Wayans, Bernie Casey, Jim Brown. 'R' (Adult language. his former lover to infiltrate and expose a merciless criminal’s Penn. Nick Nolle, Jennifer Lopez. 'R' (CC) 

Ssl ira (121) 53W1M ' adu " srtua,l0ns ' Vl ° lence) " :27) 860,6, _ - counterfeiting scheme. W (133)3695600 1( 2:05) 56757906 _ 

Sunday’s Selected Latenight Movies 


12:25 a.m. f?7T3 “Sharky’s Ma¬ 
chine” * ** (1981. Drama) (2:05) 
21517594 
12:30 a.m. I 


MAX 


2:30 a.m. fTTVl “Veronica 2030" 

(1999. Ad ult) (1 20 ) 5200339 

0<.i:Mi “Enemy of the State” 

* * * (1998, Suspense) (2:20) 
53376049 

2:45 a.m. (203 “I Know What You 
Did Last Summer” * * (1997, 

Horror) (1:45) 81670556 

EB ‘Night Eyes II" ★ * 

(1991, Suspense) (1:45) 69950961 

iliH'/M “Sliding Doors" * * 

(1998, Comedy) (1:45) 48664665 


12:55 a.m. iM “The War of the 
Roses" * * * (1989. Comedy- 
Drama) (2: 00) 5972 575 
1:00 a.m. rmTl “The Scent ot 
Green Papaya” * * * (1993. Dra¬ 
ma) (2:00) 223952 
1:15 a.m. 033 “Sleeping To¬ 
gether” (1997) (1:30) 1786285 
1:50 a.m. M "Spitfire" 

(1994, Adv enture ) (1:40) 73455001 

2:30 a.m. OS “ The Bl 9 Town" 

this (1987) (1:55) 10022440 
(TT 33 "Fright Night” *** 

(1985, Horror) (1:50) 9400074 
rmvi “Sins of Desire” * * 

(1992, Suspepsp) (1;45) 7478204 

*«£- •ni.y.W, dtlqsfl mJ.nl| 


H! r.y.'PI "My Giant” * * (1998, 
Comedy-Drama) (1:45) 15446575 
2:45 a.m. Cm “Penitentiary” 

* ** (1979. Drama) (1:45) 

37002198 _ 

2:50 a.m. I UMM “An American 
Werewolf in London" * * * 
(1981, Hor ror) (1:4 0) 80988440 
2:55 a.m. ■ “Countdown" 
(1996, Sus pense) ( 1:35) 28439285 
3:00 a.m. “Black Or¬ 

pheus" * * * * (1959, Fantasy) 
(2:00) 794 846 

3:30 a.m. HO “Shadow of 
Doubt” ** (1998, Suspense) 
(1:4511429204 _ . 


SH0W2 


4:00 a.m. iJM.'f “Casanovas Big 
Night" it it (1954. Comedy) (1:30) 

5446049 _ 

4:15 a.m. nTEITl “Ride” *** 
(1998, Comedy) (1:30) 2790488 

_I “Gamera: The Guardian 

of the Universe” * * (1995, Sci¬ 
ence Fictio n) (1: 45) 78584391 
4:20 a.m. fTTIfl “The Positively 
True Adventures of the Alleged 
Texas Cheerleader-Murdering 
Mom” it +'/, (1993, Comedy) 

(1.40) 72535136 

4:25 a.m. HTR “Mickey One” 

***(1965, Drama) (1:40) 
14344594 


STARZ! 


TMC 


4:30 a.m. IllTxH “Double Take” 

** (1998, Drama) (1:30) 4303117 

I “Must Be Santa” (1999, 
Comedy) (1:45) 99426339 
_I “A Night at the Roxbury” 

** (1998. Come dy) (1:25) 3564515 

5:15 a.m. VJ>A “Rover Danger- 
field" * **(1:1 5) 54587865 
5:30 a.m. iJH.'l “Sincerely, Vio- 
iet” ** (1987) ( 1:25) 29168372 
5:45 a.m. tRMVi “Robinson Cru¬ 
soe on Mars” * * (1964, Science 
Fiction) (2: 00) 32 41117 
5:55 a.m. tiTTPl “The Crimson 
Cult" * * (1968. Horror) (1:30) 
5913285 




I»6’ii lsvyilaatf 


c XV 

l: 


Movie: Babe 

6 PM. ON ABC 

A piglet’s charming tale leads from 
barnyard to sheepfold in this 1995 
sleeper hit. Joining the livestock on a 
New Zealand farm. Babe the pig is 
adopted by a maternal sheep dog and 
makes friends with an old ewe, while 
the goose mistreats him and the cat is 
downright unfriendly. A candidate for 
Christmas dinner, Babe proves he is 
much too good to eat. Jim Henson’s 
Creature Shop was responsible for the 
film’s convincing talking-animal ef¬ 
fects. James Cromwell stars. 


Biography 

7 P.M. ON A&E 

He is the most important figure in 
Western history. His millions of fol¬ 
lowers believe he still lives; even non¬ 


believers will concede his influence 
certainly does. But almost nothing is 
known of his life on Earth. “The Un¬ 
known Jesus” is an ambitious attempt 
to dig up the truth on the man we call 
Christ — which, incidentally, wasn’t 
his real name. Historians and other 
scholars share their latest theories 
about Jesus’ life in this two-hour pro¬ 
file. 


Snoops 

8 P.M. ON ABC 

Dana and Glenn (Paula Marshall, 
Gina Gershon) may have a murderer 
on their hands in “A Criminal Mind.” 
He’s one of their clients, who reveals 
under hypnosis where a dead body 
can be found, but he claims he didn’t 
do the deed and doesn’t even know 
the victim. 


Babe 

BABE 


December 19 - 25,1999 
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Sunday’s Best Bets 


Movie: Miracle on the 17th Green 

8 PM. ON CBS 

The loss of his job at Christmastime 
gives a jaded executive (Robert 
Urich) a chance to follow his dream of 
playing pro golf. When he wins a spot 
on the senior tour, his wife (Meredith 
Baxter) wonders what will happen to 
the family and her struggling daycare 
center while he’s off playing. But she 
discovers strengths and skills she did¬ 
n’t know she had, while absence 
teaches him the meaning of family. 
Ernie Hudson (“Ghostbusters,” “The 
Hand That Rocks the Cradle”) also 
stars. 

The X-Files 

8 PM. ON FOX 

Mulder and Scully (David 
Duchovny, Gillian Anderson) are in 


search of a different kind of Christ¬ 
mas spirit when they spend Dec. 24 
staking out a house alleged to be 
haunted. Instead of the ghosts of 
Christmas past, present and future, 
they find the place occupied by a mar¬ 
ried couple with a strange secret. 

Stephen King — Master of Macabre 

9 PM. ON TLC 

The author of “Carrie,” “The Shin¬ 
ing,” “Misery” and other scary tales 
gives fans a rare glimpse of his private 
world in this hourlong profile. From 
his home state of Maine, King talks 
about the childhood memories that in¬ 
spired many of his books. The special 
is liberally illustrated with clips from 
the film adaptations of King’s writings 
and peppered with comments from 
their directors and actors. 
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MONDAY-FRIDAY LATE NIGHT 







rag 


12:00 12:30 


KSTP 5 5 ! Politically Incorrect; Paid 6642044 


WCCO 4 4 Late Late Show Edition 3351599 


KARE 11 11 (12:07) Late Night 6732402 


E0WFTC 12 10 Star Trek: Next Gener. 638624 


KMSP 9 9 Star Trek: Voyager Change of Heart 


fflKMWB 23 23 Single32686 Lane 11605 


OlKPXM 13 13 Worship 194605 Worship 457686 


0KTCA 2 2 Newshour With Jim Lehrer 50565 


31 50 Investigative Reports 100247 


57 58 (11:30) Movie 9439204 


35 36 Vets 716841 Rescues 524650 


28 81 Comicview 516605 


43 371 Varied Programs 9281353 


34 40 Newsstand 341773 


53 48 Varied 2807570 Daily 6604518 


127 44 Crime Stories 9113315 


(11:00) American 


Varied Programs 115179 


Walt Disney Presents 967315 


25 Varied Programs 108889 


915131 Paid 278112 


Millennium 7805421 


Unsolved Myst. 


33 74 Movie 347537 


Brady 737315 Lucy 797204 


(10:35) Movie Varied Programs 25 


Varied Programs 3383353 


Varied 5828247 Hinn 4470808 


51 (11:40) Movie 64034681 _ 

Movie 7553806 : Varied Programs 3657808 


Varied Programs 336421 Trauma 935841 


Movie 436860 Varied Programs 722716 


Taxi 9712716 iTaxi 4900150 Taxi 6045624 


Gordo y 


53 NY Undercover 


6 Matlock 985711 


62 Sportscenter 564421 


63 Varied Programs 2997131 


Last Word Varied Programs 704773 


Varied Programs 2814860 |Outdoorsman 


1:30 


Varied 201889 


News 1703315 


News 9480957 


1:00 


Roseanne Show 


Varied 26112 


Later 7265247 


ried Programs 239402 


(:05) Blind Date Change of Heart 


M'A’S'H 175605 'Taxi 812624 


Worship 724995 Worship 438686 


(Off Air) 


Varied Programs 328957 


Varied Programs 172261 


Animals 346131 ! Aquanauts 


Live From LA 651402 


Flintstones Scooby Doo 


Sports 267088 Moneyline 


Programs 


Cops 6764792 Pros and Cons 


: Life Portraits 635914 Public 412957 


Discovery 333889 


7283044 


Angelica 326599 


700 Club 519247 


5545286 


Varied 464187 


B - Bresnan A - Astound 

2:00 T 2:30 i 3:00 


7357590 Varied 829334 ; News 5340919 


(:07) CBS Up to the Minute 89197334 


Ent. Tonight 


December 19 - 25.1999 


December 20 - December 24 



3:30 4:00 


All News Channel Business 3771 1 


Real TV 964686 


7659179 


Cooper 782044 


Worship 340082 


IE3 


(:35) Tonight Show 6521686 (:35) Late Night Varied 59354 


Cops 976421 Hawaii Five-0 258518 I Spy 976402 


4:30 


News 21686 


News 47605 


Early 81082 


Paid 8034976 


Mama 701179 



(:05) Movie 


Paid 155841 


Worship 704131 


Varied Programs 84434 


785131 Family 706624 


Worship 310841 Worship 331334 


IE2 


TT7 T*T 


156570 


Worship 705860 


5:00 


News 43315 


News 520266 


News 233353 


614044 


News 83957 


921711 


Paid 556421 




5:30 

-- 


News 82063 


Varied 66477 


Varied 42835 


Beverly Hillbillies 


News 3371 1 


Paid Prog. 33315 


195334 


E3 


i 


Law & Order 377063 


Lassie 962228 Lassie 974063 


BET on Jazz 188518 


Super 5020624 1 Gumby 5009131 


Showbiz 608605 Crossfire 


Movie 966727 


Movie 835218 


Collie 366995 


Success 542792 


Racer 5694711 




Varied Programs 758038 


Gentle Ben 


Programs 623583 




Paid 4369266 


Popeye 


Newsrm. 601792 


Paid 7460957 


Flipper 367624 


Creflo 767402 


Yogi Bear 


Varied Programs 390903 


4360995 


Homicide: Life 8544808 


Programs 272903 


Paid 663173 



E2 


Varied Programs 409125 


Paid 244421 



413470 


8307614 


Varied Programs 7505995 


Paid 431860 Paid 413650 


Walt Disney Presents 995860 



: • 


TopCat 5011976 


688841 


Paid 7474150 


Paid 6752957 


Public Policy Conference 915112 


Paid 968565 i Paid 449889 


& Paint Club 633518 


Treasure! 128624 


Movie 727841 


Hamster 612686 


Hickey 525353 


Cartoon-A-Doo 


Varied 480106 


Hamster 717570 


Kenneth Copeland 


4417545 




2815599 


Copeland Creflo 5814044 


Varied Programs 611729 


191599 




o 


Paid 7548247 


Paid 874686 


Varied Programs 940773 


Laveme 1 70247 


1122 

IE2 


-4IL-4K • 


2964315 


257995 


Paid 682247 


463155 


Paid 230228 


Paid 2976150 


Paid 236402 


Paid 694082 


Mary Tyler Moore 




(’•25) 


53572315 


Varied Programs 6779624 


Paid 5028266 | 

Praise the Lord 7375605 


5007773 


Paid 160995 


Paid 9945042 


133841 


Paid 568614 


Dick Van Dyke 


) 


5692353 


Paid 254808 


402 


Paid 250082 


Paid 685334 


213632 




Paid 5021353 


[2* 


Creflo 235773 


^ iv - • • 


Paid 248247 


Paid 673599 


Happy Days 


Movie 78601792 


Paid 5019518 



Hinn 161624 


8595501 


134570 


118173 


Wonder Years 



23 


IE2 

ED 


Testigos 126266 


Life in the Word 


Paid 7881841 


Paid 992421 


327773 


7973518 


Programs 96400764 


E2 


730402 


Mickey 467911 


Varied 909372 


916860 


7484860 


Paid 929334 


Paid 451179 




Paid 5693082 


Varied Programs 74195773 


Beverly Hillbillies |Gomer 312137 



Varied 294380 


Cristina 


Viper 975889 


139605 


E2 


225057 


Taxi 7884247 


Varied 707315 


850686 


Paid 677315 


Movie 376071 


St. Elsewhere 4556266 


Paid 689150 


Paid 263042 I Paid 670402 


Varied Programs 362518 


Street Blues 9268841 


Paid 691995 


E2 


813501 




Petticoat Junction 


Fuera de Serie 


Paid 4517599 


Hinn 5829976 


FamTies 367570 


5914624 _ 


Salty’s 446247 


Wild. Wild West 662860 


Bishop 7529286 | Bishop 9949155 


Paid 3369773 


Behind 9137995 


Coach 354247 


312841 


(222 



111 


Sportscenter 782131 


IgEl 

5 


Movie 740860 I vane 


219315 | Paid 


Varied Programs 612808 


221150 Hawaii Five-0 997228 


Varied Programs 748537 





TT 1 M’ 

ft*** 



Petticoat Junction 


Noticiero Univision 


Bloomber g Television 703773 _ [Varied Programs 822293 _ 

628686 [Varied Programs 447090 [Life in the Wert 


•'.imT* 


7984841 


Up 



Varied Programs 2075976 


Sportscenter 800222 


Sportscenter 559570 


Wild. Camper 


ED 


7467860 


Paid 7486995 


SHOW 

sTARZi iragrre 

TMC 


(11:25) 


(12:15) Movie 


Movie 6150044 


(11:45) Movie 


Movie 6486792 



Varied Programs 21020464 


Programs 770877 
Programs 736358 


Varied Programs 147491 


Varied Programs 8378705 


(:20) Movie 57269396 


Outdoor Dream 


Movie 


(:10) Movie 



7477247 


E2 


Varied Programs 8670811 


Varied Programs 9765361 


7458112 


News 918155 


Paid 4344957 


(:45) Movie 


Paid 325315 


93 


E2 


Paid 442421 


Varied Programs 42260841 




Movie 479071 | Varied Programs 648391 1 

Varied Programs 89741831 


Movie 278150 


Varied 7661342 


63 670 (11:10) Movie 41601556 


Varied Programs 84962131 


"Movie 8086518 Varied Programs 7175643 


! 




Sunday and Saturday Latenight 


fam 

NICK 
SCIFI 
TNT 
TVL 


NICK 
TVL 
WGN 
ESPN 


Sunday 


12:00 a.m. @3 Outer Limits 451010 
EB Pet er Popoff 99391 
frfrJ/ilfl Bob and Margaret 2847198 
Kenneth Copeland 371117 
11 Love Lucy 193391 
I Burning Zone 3316681 
I Movie: “Ebenezer” 770285 
I All in the Family 6094484 
12:05 a.m. B Extra 3444469 
Q NYPD Blue 2006594 
12:30 a.m. ® Dr. Jack Van Impe 
78310 

rorra Critic 6637846 
I Bewitched 472310 
f Maude 4940778 
Earth: Final Conflict 935285 

_I NFL Films Presents 

4184001 _ 

12:45 a.m. iriJj ESPNews 

90647759 

1:00 a.m. ffi Poltergeist: The 
Leoacv 679440 

_ l Saturday Night Live 

9868001 

I Laveme & Shirley 899204 
Visitor 9485827 
Sanford and Son 6078952 

_ Sportscenter 139469 

1:05 a.m. B Lost World 4904372 
I SOS in America 9633407 
fD Dateline 7411827 
1:15 a.m. (Qu) Movie: “Blossoms 
in the Du st” 6058 6759 
1:30 a.m. KIM If Brady Bunch 
510285 

Hogan's Heroes 7817575 
I Hercules: The Legendary 
Journeys 955020 
1:35 a.m. O Profiler 1054827 
2:00 a.m. Movie: “The 

Bridges at Toko-Rf" 7816204 

Saturday Night Live 

3333391 

Happy Days 422661 

_1 Movie: “World Without 

End" 4869759 


TNT 


COMD 


NICK 
SCIFI 

tvl£ 

ESPN 


tvl| 

WON 


nick| 

SCIFI 


TVLp 

espnI 


WGN 


ESPN 


TCM 


TVLjj 

lESPNl 


I Movie: “The Christmas Stal¬ 
lion” 269575 

St. Elsewhere 4589594 

___I Ski World 880681 

2:05 a.m. B Soul Train 8461466 
— Meet t he Pre ss 7576643 
2:30 a.m. mmi Mary Tyler Moore 
418488 

I Pensacola: Wings of Gold 

573575 

American Muscle 876488 
2:35 a.m. B News 7008223 
_l Murph y Brow n 8067204 
3:00 a.m. KIMft Dick Van Dyke 

879440 

I Movie: “The Painted Hills" 

3386049 

(ill Street Blues 9208469 

_ Sportsman’s Digest 237440 

3:05 a.m. B Animal Rescue 

5306575 

_J CBS Up to the Minute 91415933 
_l News 53758681 
I Movie : “Zan dalee" 19369952 
3:30 a.m. mti’A Newhart 492440 

_l Sportsman’s Digest 850440 

3:35 a.m. B All News Channel 
27903407 

3:40 a.m. fD Ha ven 6468933 
3:45 a.m. fTTa Movie: “Battling 
Butler" 94563952 

4:00 a.m. B First Business 85778 
_J AgDay 29198 

Family Matters 139372 
Creflo A. Dollar Jr. 608049 
Jeffersons 413933 
Twilight Zone 5042846 
Charlie s Angels 266219 
Petticoat Junction 6008407 
Bloomberg Television 176049 
Matlock 670827 
Sportscenter 878827 
4:10 a.m. fD Lighter Side of 
Sports 54217372 

4:30 a.m. B ABC World News 
This Morning 88391 

I CBS Morning News 19662 
Early Today 39049 
WKRP in Cincinnati 536136 


4 

T? 

9 


ESPN 


£ 

23 

FAM 
NICK 
SCIFI 
TNT 
TVL 
USA 
WGN 
ESPN 


4 

n 

23, 


FAM 
NICK 
SCIFI 


TCM 

tvl| 


Benny Hinn 501662 
Bewitched 887469 
Cable in the Classroom 

5626310 

I MGM Parade 8657001 
Petticoat Junction 6066117 
5:00 a.m. B □ fD News 13914 
03 McHale’s Navy 451830 

_l Headline News 55914 

I Hollywood Backstage 
926681 

Life in the Word 352223 
Nick News 555117 
Movie: “Adventure” 2712594 
Wild, Wild West 263391 
Joey Bishop 3224074 

_J Garner Ted Armstrong 

318469 

Sportscenter 922846 
5:30 a.m. B B News 49778 
EB Beverly Hillbillies 199594 

Movie: ‘“Sherlock, Jr.” 176730 
Amazing Facts 372846 
I Life in the Word 444223 


Saturday 


nick] 


9_ 

AMC 

l 

famI 

NICK' 
TCM 
TNT 
TVL 
WGN 

s 

ESPN 


a- M m i 

AMC] 

FAM| 

WGN 


Movie: “Oscar 


NICK] 
TVL 
USA 
ESPN 


12:00 a.m. I_ 

425152 

BO Entertainers 710607 
Bewitched 535959 
All in the Family 4397256 
Movie: “Exit to Eden" 163997 
Sportscenter 379355 
12:05 a.m. O Profiler 2875626 
I Gopher Extra 40299355 
12:15 a.m. fD Saturday Night Live 
5220355 

12:30 a.m. B Beastmaster 85862 

I Upright Citizens Brigade 

6406978 

I Dick Van Dyke 821268 
Maude 4702510 
Movie: “Best of the Best" 

307084 

12:35 a.m. Q It's Showtime at the 
Apollo 8937626 

1:00 a.m. 3D American Athlete 


COMP 

NICK 
TVLj 
WGN 


WJM] 

I COMD 


SCIFI 

'■ t * / *T* 1 

TVLJ 

ESPN 


NICK 

TVLl 


South Park 4141862 


I Love Lucy 240510 

_ Movie: “The Time of Their 

Lives” 1450775 

Sanford and Son 6847084 

__Sportscenter 580775 

1:05 a.m. Q Howard Stem Radio 
Show 328 3030 

1:15 a.m. f7n Movie: “Marnie" 

60229065 

1:30 a.m. B Only in America 

40201 

EB Am erica’s Dumbest 687930 

tifrli13 Dr. Katz, Professional 
Therapist 8416572 

II Love Lucy 978881 
Hogan’s Heroes 7686607 

1:35 a.m. Q Golf Magazine TV 

9297249 

1:45 a.m. fQ Lighter Side of 
Sports 9206997 

2:00 a.m. B Movie: “Captive 
Heart: The James Mink Story" 

493713 

EB Movie: “Rescue From Gilli- 
n’s Island" 817959 

_ America’s Funniest Home 

Videos 580688 

I Critic 7252930 

_ Lucy and Desi Comedy 

Hour 171881 

GZQ Movie: “What Ever Happened 
to Baby Jane?" 936775 
Bugaloos 6853959 

_Movie: '“Never Talk to 

Strang ers" 555794 

tMSD College Football 386626 
2:05 a.m. Q NYPD Blue 8442572 
2:15 a.m. fD Babe Winkelman’s 
Outdoor Secret s 7435591 
2:30 a.m. Em«i Great Christmas 
Movies 268688 

I Tick 7271065 
Land of the Lost 6865794 

__ Movie: “Murder in the First" 

716355 _ 

3:00 a.m. QS3 Laveme & Shirley 

237046 

_I Movie: “The Purple People 

Eater" 1761510 


[231 

COMD 

nick] 

EE 

TNT 

USA 


COMD 
TVLl 

WGN] 


SCIFI 


NICK 
TCM 


TVL 


TVL 


J Fonz and the Happy Days 
Gang 6827220 

3:05 a.m. Q Movie: “The Eyes of 

Charles Sand" 2194084 

3:15 a.m. fD Saturday Night Live 

5845133 

3:30 a.m. EE3 Movie: “ Mr Ma ‘ 
goo’s Christmas Carol’ 263133 

_I Happy Days 867336 

Movie: ‘The Kennel Murder 

Case” 5792404 

Star Trek 6856046 
4:00 a.m. B Animal Adventures 

23510 

Movie: “A Horse tor Danny 

782084 

| Bewitched 848201 
_[ Lancelot Link, Secret Chimp 

6877539 

J America's Funniest Home 
Videos 499959 

I NFL’s Greatest Moments 

239539 

4:30 a.m. B All News Channel 

24775 I 

_| Movie: “Santa Claus Con¬ 
quers the Martians" 9679171 
1 Dick Van Dyke 238775 

I Jackson Five 6835249 
_j NFL’s Greatest Moments 

610355 

4:35 a.m. Q Murphy Brown 

37020046 

4:45 a.m. I = ‘ ~ __ 

5:00 a.m. I .’ 


NICK 
TVL 


USA 


ESPN 


AMC 


|NICI U 
tvl | 
[espn 


1:45 a.m. fD Haven 37833751 
1:00 a.m. B New Adventures of 

Winnie the Pooh 46404 
fD Access Hollywood 584387 

_Breath of Life 794881 

! Movie: “The Yearling 

65363775 

1 Gilligan's Island 125317 

_I C-Net Central 143133 

i Tomorrow’s World 776065 
Sportscenter 380442 


i 


FAM 

TCM 


TNT 
USA 
WGN 
ESPN 



































































































































































































































































































December 19 - 25,1999 


Talk Show Previews 


St. Cloud Times 9F 



Roseanne 




& 






■? 


Leeza 






¥ 


Montel 

Williams 






Regis & 
Kathie Lee 


Ricki 

Lake 


Rosie 

O’Donnell 


Sally Jessy 
Raphael 


< 

Q 


O 


Author John 
Gray (“Chil¬ 
dren Are From 
Heaven”). 


Show topics to 
be announced. 


A woman ad¬ 
mits to her 
boyfriend that 
she's been 
cheating with 
his best friend 
and his sister. 


Show topics to 
be announced. 


Show topics to 
be announced. 


From October: 
Guests recall 
how family 
members re¬ 
vealed their 
secret identi¬ 
ties. 


Show topics to 
be announced. 


Actress Felicity 
Huffman, 
singer Mandy 
Moore. 


Singers Pepa 
and Treach of¬ 
fer advice to ir¬ 
responsible 
parents. 


Actors Sigour¬ 
ney Weaver, 
John Turturro 
and Evan Han 
dler. 


Show topics to 
be announced. 


< 

Q 

C/D 

LU 


From October: 
anger; actor 
Gary Coleman. 


Show topics to 
be announced. 


A boyfriend 
cheats with his 
mate's brother; 
woman dumps 
boyfriend for 
new lover only 
to find he's a 
tricky twin. 


Show topics to 
be announced. 


Show topics to 
be announced. 


From Septem¬ 
ber: Parents 
discover ways 
to combat chil¬ 
dren's disturb¬ 
ing behavior. 


Show topics to 
be announced. 


Actors Tyra 
Banks and 
Alan Rickman. 


Women who 
suspect their 
mates are 
cheating. 


Actors Tim 
Allen, Court¬ 
ney Love and 
Jude Law. 


Show topics to 
be announced. 


< 

O 

c n 

LU 


From October: 
“Does God Ex 
ist?” 


O 

LU 


Show topics to 
be announced. 


Jealousy and 
racism cause 
one woman to 
find a new 
lover; a man 
tries to stop 
his sister from 
marrying. 


From Septem¬ 
ber: a religious 
sect that al¬ 
lows children 
to be sexually 
abused. 


Show topics to 
be announced. 


From October: 
mothers and 
daughters who 
clash over their 
choice of 
boyfriends. 


Show topics to 
be announced. 


Actors Tim 
Allen. Cybill 
Shepherd and 
Sean Hayes. 


Fathers defend 
their practice 
of corporal 
punishment to 
discipline their 
children. 


Actors Robin 
Williams, 

Roma Downey 
and Audra Mc¬ 
Donald. 


Show topics to 
be announced. 


< 

Q 

c n 
cc 

D 

I 


Angels. 


Show topics to 
be announced. 


From 1996: 

The morbidly 
obese brother 
of a 600-pound 
woman joins 
his sister in a 
quest to lose 
weight. 


From Septem¬ 
ber: psychic 
powers with 
medium John 
Edward. 


Show topics to 
be announced. 


From October: 
Couples com¬ 
pete to prove 
how well they 
know their 
mates. 


Show topics to 
be announced. 


Sarah Fergu¬ 
son, actresses 
Sigourney 
Weaver and 
Jacklyn Ze- 


man. 


Men take pa¬ 
ternity tests to 
learn whether 
they are the fa 
thers of their 
ex-girlfriends' 
babies. 


First lady 
Hillary Rod¬ 
ham Clinton, 
singer Alanis 
Morissette. 


Show topics to 
be announced. 


< 

Q 

CE 

Li. 


From October: 
musician John 
Popper of 
Blues Traveler; 
celebrity gos¬ 
sip. 


Show topics to 
be announced. 


From Septem¬ 
ber: An en¬ 
gaged woman, 
with a pen¬ 
chant for little 
people, reveals 
an affair to her 
fiance. 


Show topics to 
be announced. 


Show topics to 
be announced. 


Show topics to 
be announced. 


Show topics to 
be announced. 


Music guests 
Kenny G and 
98 Degrees, 
Bear in the Big 
Blue House. 


People who 
enjoy public 
displays of af¬ 
fection. 


From Septem 
ber: actor Ja¬ 
son Priestley, 
singer Sarah 
McLachlan. 


Show topics to 
be announced. 


Tribune cancels Simmons 


Inside Scoop 


By Lorn Antosz Benson 

TVDATA FEATURES WRITER 

The holidays are upon us, and 
some talk show hosts are hoping to 
stay on the air for Christmas. 

Many observed last month’s early 
cancellation of “Dream Maker,” 
hosted by Richard Simmons, with 
anxious eyes, knowing the same fate 
could easily await them. “Dream 
Maker” was given the obligatory 13 
weeks before syndicator Tribune 
pulled out, and the boom was low¬ 
ered two days before Thanksgiving. 
So much for happy holidays. 

Of all the new shows, “Dream 
Maker ’’probably cost the most in 
start-up fees. Simmons says the 
show was the most expensive on 
daytime. On the one hand, you can 
see why the low ratings “Dream 
Maker” garnered made Tribune 
want to cut its losses. On the other 
hand, after spending all those 
greenbacks to get the show up and 
running, 13 weeks seems like a short 
trial period. 

In any case, Simmons’ staff of 70 
was left high and dry for the holi¬ 
days. Before the launch of the show, 
Simmons said, “I’d like to be Santa 
Claus, with the sleigh and reindeer, 




Show, 


Talk the Talk 

and give people gifts, but there’s 

only one Santa Claus.” 

Simmons must wish Santa Claus 

had a gift for him now — a “Dream 
Maker” renewal in his stocking. 

Other shows holding their collec¬ 
tive breath this holiday include For¬ 
give or Forget,” “The Martin Short 

“Dr. Joy Browne” and 
Leeza.” They all know the ax can 
fall quickly; Tribune was still show¬ 
ing support for “Dream Maker as 
late as the first part of November. 

_ ix talk host Geraldo Rivera 
be back under the mistletoe 
with his wife, C.C., this Christmas. 
The latest word is the recendy sepa¬ 
rated couple reconciled their differ¬ 
ences. Insiders say Rivera, whose in- 
f;a^ii.i es have been documented 
in his own autobiography, 
wed to be faithful to C.C., and she 
giving him another chance. 
Mother Love, host of “Forgive or 
is living up to her name with 
a iuy urive she conducts each De¬ 
cember as a personal gesture for the 

children of Harlem. 

And don’t forget, ladies, you only 

have until Dec. 31 to be among the 
Rosie O’Donnell viewers who send 










For 
will 



Kennedy weddings 


By Josh Greene 
C TVData Features Syncflcale 


events surrounding three generations of 
Kennedys. 




even 


Forget 


Richard Simmons 

proof of a mammogram to GM Con¬ 
cept Cure, “Don’t Be a Boob,” P.O. 
Box 65695, Salt Lake City, UT 84165. 

The first 130,000 entrants receive 
a “Don’t Be a Boob” T-shirt from O’¬ 
Donnell. 

All participants are placed in a 
sweepstakes to win a Chevy Venture 
Warner Bros. Edition minivan. 

Wouldn’t that be a great way to 
end the century? 


Promise unfulfilled. 

To some, it’s a recurring theme run¬ 
ning through the Kennedy family. 

True, they weathered their share of 
tragedies, but a new lifetime special 
proves the Kennedys had more than 
their share of triumphs, too. 

. “Weddings of a Lifetime XVII: 
Kennedy Weddings,” airing Monday, 
Dec. 20, takes a refreshing look at the 
matrimonial side of the family many 
consider to be the U.S. version of royalty. 

“It’s the Kennedy family stoiy told 
through all the happy events in their 
lives,” coexecutive producer Jay Mul- 
vaney says, commenting on their key to 
survival. “They focus their attention on 
these happy events, and that’s what 
helps them get through the horrible 
times. They are real people, just as we 
are, with real feelings and aspirations.” 

From Rose Fitzgerald and Joe 
Kennedy’s 1914 nuptials up through the 
joining of John F. Kennedy Jr. and Car¬ 
olyn Bessette in 19%, still photos, home 
movies and interviews paint the pictures 
behind the gala and sometimes private 



Bnjoy Pizza 
That is Ooooh, 

So GOOD! 



FREE DELIVERY 
Call 253-7170 


w fu. Deliver to You! • Circuit City Plaza • St. Cloud 


















































COURT 


DISCK 


DISCS 


DISNT 


CSPAN 


lU'iLU 


MSNBC 


ESPN2 

MSCj 


SPEED 


December 19 - 25,19 


10F St. Cloud Times 


December 20 - December 24 


MONDAY-FRIDAY MORNING 


B - Bresnan A - Astound 


9:00 9:30 10:00 1 10:30 

Live - Regis & Kathie Lee 28285 The View 46020 

Martha Stewart Living 89533 Price Is Right 97730 

KARE11 Today 88681 _ Later Today 80488 _ 

Family Feud Family Feud Leeza 67335 

Judge Mathis 60285 _ People s Court 88020 

Full House Parent Hood Wayans Bros. Nat l Enquirer 

Paid Program Paid Program Paid Program Paid Program 

Sesame Street 84827 Wish-a-Roo Park Wimzie's House 


News 33556 _ 

Young and the Restless 17594 
Dr. Joy Browne 93952 
Hogan's Heroes Hogan's Hercx 

Divorce Court Divorce Court 

Ricki Lake 448 65 
Paid Program 
Noddy 9001 


5 News 57466 Good Morning America 34285 

4 News 72594 Early Show 18223 

TT News 32914 Today 94681 

10 AgDay 192681 Who's the Boss? Little House on the Prairie 356466 
9 Good Day Minnesota 116865 

23 Benny Hinn Daily Life in the Word Pokemon 49310 Histeria! 35117 

13 Paid Program Paid Program Carmen San. Life Today 

2 Business Rpt. | Reading Rainbow Arthur 94643 Dragon Tales 

50 Classroom 470952 | Northern Exposure 553759 

58 (5:30) Movie Movie 5115440 Varied Programs 

36 Mother Nature Henson-Animal Zooventure Acorn-Nature 

81 Varied Programs 893092 

59 Paid Program Paid Program Paid Program Paid Program 

37 Tom and Jerry Dexter's Lab Cow and Chicken ScoobyDoo 

73 [CMT Mornings 295289 4 

Paid Program Soap 5500136 Daily Show _ | Make Me Laugh | Stein's 

Paid Program Paid Program Pros and Cons Varied Programs 9990049 

Paid Program Paid Program Paid Program Assignment Discovery 552020 

Italian Kitchen Carlo Cooks Italian Cucina Amore Death by Choc. Dream 

Jay Jay the Jet Pappyland Salty's Lighthouse Big Garage Skinnamarink TV [Zap It! 

New Detectives Next S 

Ducktales iTimon & Pumbaa I Winnie the Pooh PB & J Otter Out of the Box BearTi 

Bump in the Night Quack Pack Goof Troop Duckti 

Fashion Emer. Varied Programs Myst.-Scandals True H 

Daily Mass Mother Angelica Live 545730 Varied 

Itsy Bitsy Time! CBN Special 700 Cl 

Paid Program Paid Program Cooking Live 9405681 

M‘A*S*H Picket Fences 7826914 Beverl 

Card Sharks Wheel of Fortune Jeopardy! Blockl 

Way to Grow Carol Duvall Simply Quilts Decor 

Real West 4441049 In Sea 


BKSTP 
QWC CO 
ID KARE 
S3WFTC 
QKMSP 

EBkmwb 

GJkpxm 


Martin Short 906925 


Paid Program 
Paid Program 
Barney & Friends 


Paid Program 
Zoboomafoo 


Paid Program 
Teletubbies 


Simon & Simon 215952 


Equalizer 100681 
Varied Programs 
Pet Line 90933 
Morning Moves 452117 
Paid Program 
Tiny Toon Adv. 

Nonstop Country 
Movie 9962020 


Murder. She Wrote 202488 


Quincy 554488 
Movie 268310 
Hunter-Croc 
All 977136 

Paid Program 
Alvin-Chipmnks 


Movie 249391 
Animal Doctor 


Movie 824865 


Breed: All About It 


Amazing Tails 


Petsburgh USA 
Videolink 178643 
Varied Programs 
Smurfs 5455759 
Signature Series 7099681 

Daily Show IIS 


Lassie 34551 


Paid Program Inside the Actors Studio 554049 
What a Cartoon! Varied Programs 4151372 
Varied Programs 9287334 


Paid Program 
Alvin-Chipmnks 


53 48 Paid Program 
27 44 Paid Program 
18 32 Paid Program 
269 102 Caprial’s Cafe 
268 101 Henson-Animal 
272 100 Varied Programs 

58 31 Aladdin 429914 

59 39 What-A-Mess 

54 49 Varied Programs 614020 

22 25 Divine Mercy 
36 33 NewAddams 
72 76 Paid Program 
25 55 M*A*S*H 
71 - Paid Program 

55 75 ThisOldHouse 
48 45 Year by Year 


Christopher Lowell 297556 
Your New House Home Savvy 

Jaws & Claws Hunter-Croc 


Men in Toolbelts 
Real Kids. Real 


Bear in House 


Winnie the Pooh PB & J Otter 

Aladdin Mighty Ducks 

Varied Programs 252204 
Joy of Music Scriptural Rosary 

Varied Programs Itsy Bitsy Time! 

Pick of the Day In Food Today 

Beverly Hills. 90210 7455759 
To Tell the Truth I What's My Line 

Tipical Mary Ellen Smart Solutions 

FBI: Untold St. Crimes & Trials 


Out of the Box 
Darkwing Duck 
News Daily 
Our Lady of the Angels Daily Mass 
Itsy Bitsy Time! I St. Bear's Doll 

Cook. Monday | GallopingGoI 

Movie 3727730 _ 

Family Feud Card Sharks 

Appraise It! At the Auctior 

Weapons at War 5273681 


Rosary-Land Our Lady of tl 

Varied Programs 756759 
Paid Program Paid Program 

M’A’S’H M*A*S*H 

Paid Program Family Feud 

Yankee Shop Victory Garde 

Gadget Boy Year by Year t 

Varied Programs 

Daily Workout | Designing Wc 
Varied Programs 747001 
Paid Program Paid Program 

Rocko s Life Hey Arnold! 

Donna's Day Quiet Triumpt 


Designing Women Next 


New Attitudes 


Party of Five 364827 


Unsolved Mysteries 486488 


Chicago Hope 499952 


Paid Program Your Home Studio Am. Country 

Rugrats 219778 Little Bear Blue's Clues 

Real Life Daily Mass Quick Study 

Varied Programs 65610131 (:35) Movie 

54 [Sonic Underground | Jumanji _ |Monster Rancher [Beakman's World Sightings 3304846 

24 Varied Programs 5855391 Life in the Word Creflo A. Dollar Jr. | John Hagee Today 

15 Saved by the Bell Saved by the Bell | Family Matters Different World Little House on the Prairie 799730 

57 (5:00) Movie Varied Programs 5004120 

35 Pappyland Jay Jay the Jet Skinnamarink TV Big Garage Bingo 4 Molly Salty s Lighthouse Big Garage _ [Jay Jay the Jet 

52 CHiPs 159643 CHIPS 794865 Lois 4 Clark: Adventures of Superman In the Heat of the Night 805310 

38 Flip Wilson | Rip Wilson Sanford and Son Sanford and Son Famify Affair Family Affair Petticoat Junction Petticoat Junction 

30 (4:00) Bloomberg Television 176049 Home Videos Home Videos Almost Perfect Something So Ned and Stacey Fired Up 958020 

53 Despierta America Maite 

72 Back to Back Videos 980575 1 Videos 767846 Hollywood & Vinyl New Videos 603914 ~ 

16 Varied Programs | Kenneth Copeland Family Matters | Parent Hood | Family Matters Cosby Show | Knight Rider 423730 

43 SquawkBox224120^^^^^^^|ftr!edProgrimsH)7756^^^^^^^^^^^^^^^^^^^^^|MarketWatdi864782^^^^^™ 

40 Earty Edition 594484 [Mo rning News 124136 

3 Washington Journal 398865 _ Varied Programs 898556 | Public P olicy Conference 515222 

42 Fox and Friends _ FOX News _ 

62 Sport scenter 398759 _ Sp ortscenter 900643 _ Sportscenter 901372 _ 

63 Bodyshaping_ Co-Ed Training Flex A ppeal [Gotta Sweat Flex Ap peal |Crunch Fitness 

■ Paid Program _ Bod i es in Motion _ FOX Sports New s 993914 

67 Paid P rogram Hi gh-Climb er_ To the Ed g e [Trailside: Adv. Outdoorsman _ Wild. Cam per 

68 VantfPrograms&MjjtJ^^^^^^^^^^^^^^^^^^^ PaidPrgran^^^ CwATrxj^^ 

(:05) * * The Champagne Murders :1967. Mystery) (1.38) 54461204 (7:50) * * Face the Music 11993) (1:33) 1 

(4*50) Mr. Love |(:2$) * * Hot Chocolate (1992) (1 33) 66219082 (:05) » * A Month by the Lake (1995) (1 

300 (4:45) Brother John (:25) * *, Written on the Wind (1:39) 66261445 (:10) * * * i The Cardinal (1963. Drama) Tom Tryon, Caro! Lynley. Romy Schneider (2:55) 3454! 

Adam's Woman (:40) * ♦ * Flaming Star (I960) (1:41) 89185526 |(:15) * * * Hooper (1978) Burl Reynolds. (CC) *PG' (1 40) 11538410 

(5:10) Mr. Magoo (:40) * * * The Secret Garden (1993) Kate Maberly G (1:41) 89123786 _ (:25) ♦ * ♦ Carousel (1956. Musical) Gordon MacRae (2:08) 85188076 

tier marshal brings law and order to the Old West. (3:11) 53474759 
* * * Clueless (1995) (CC) PG-13 (1:37) 4694841 |(:45) * * Clockwatcto 


74 Paid Program 
34 Franklin 104407 
26" MuppetBabieT 


Alice 386575 _Real McCoys Dallas 914407 Aleene's Creative 

Kipper 687020 Franklin 305914 Gullah Island | Busy World Little Bear 

Varied Programs 7294407 Beauty and the Beast 7088575 Avonlea 7008339 

Varied Programs 2787529 |(:25) Movie 10166846 

Forever Knight 4552662 Dark Shadows Dark Shadows | Night Gallery 

Rod Parsley Marily n Hickey Kenneth Copeland Varied Programs 4514952 

L»tt»e House Varied Programs Mama's Family Mama's Famify Matlock 857952 

Movie 8614396 Varied Programs 2211643 

Pappyland [Skinnamarink TV Wedding Story 

Movie 5646488 _ 

Hogan's Heroes Hogan's Heroes Mannix 7099681 

Wings 112391 Wings 236310 Working 329469 

Girasoles Para Lucia _Enamorada 

Varied Programs 265778 

Matlock 541575 I Dream Maker 561339 


Blue's Clues 


Jay Jay the Jet 


CHiPs 794865 
Sanford and Son 
Home Videos 


Naked Truth 


Videos 767846 
Family Matters 


9077569 


Power Lunch 8802933 


Burden of Proof 


In the Money 840662 


Varied Programs 414223 


FOX News 
NBC: Newswire 

Sportscenter 679136 




Sportscenter 927858 _ 

Varied P rograms 8810952 _ 

Paid Program | Paid Program 

Adventure Quest 2867952 _ 

Marine Voyager I Maximum Marine 


Sportscenter 659372 


Paid Program 
Fat Traxx 


Outdoorsman 
Paid Program 


(:20) Lost in Spa. 
Mommie Dearest 


Storyteller 


J Little Lulu (CC) Babar 598353 Unitas (R) (CC) 553315 

Country Mouse Babar 141025 ** Falling in Love ( 1984 ) Robert De Niro 

Neverending Story ~ Babar 899014 The Incredible Genie 1 1997) Matt Koruba (1: 

Adven-Tintin Babar 249873 Goodnight Mn [Spacehunter: Adver 

' Rover Dangerfteld “ » » * Cro codileDunde e II (1988) Paul Hogan. (CC) PG' (1:52) 55211 
Here Comes (:45) e» The Second Arrival (1998) Patrick Muldoon 'R' (1:41) 64501 

620 77 The Outsiders (1983) Matt D-iion (1 31)816209 lee LoneWolfMcC 

**mnkGodirTFriday (1978) PG' (1 30) 363743 * * * Three Men ai 

(5:40) 4 * > White Nights (1985) Mikhail Baryshnikov (2:15) 70629366 
(5:45) * * Robinson Crusoe on Mars (1 49) 3241117 |(:45) * * Hurry Sur 

Wishbone-Dog |(:45) VV Clockmaker (1998) Anthony Medwetz PG' (1 30) 41186570 
640 ( 5 : 45 ) #♦ My Favorite Spy (1951) (1 33) 22410006 | * * Breakout iT99« 

Cabbage Patch [(:45) * * Fearless Frank (1967) G' (123) 29298149 

Princess Stallrv (:45) * * , The Right Connections (1997) M.C Hammer (1:35) 41024786 | * * * Godspell (1973) Victor ( 

* (ifS) Wind in the Willows 26546778 [♦* Clockmaker (1998) (CC)'PG' (1:30) 2870778 1 

(5:10)Caddyshack I PG'fl 38) |(6:50) » BonjourTimothy (1995)0:37) 36931150 [ Split sville (1999) David Berry f 

306 (tojMmt" BeSanta (1999. Comedy) (1:40) 28701006 [(:45) * * Hard Promises (1991) WHham Petersen (CC) PG' (1 35) 12556445 

(5:15) r* Frog and Wombat 1 1 34) * *7 Dancing at Lughnasa (1998) (1:32) 1677304 J(:35) * * * The Mighty (1998) 

CaroBearsll: NewGeneration __ (6:50) » L eave H to Beaver (1997) PG']l 28) 5473250 |(:20 ) Splits ville (1999) David B< 

(5:55) * * The Crimson Cult (1968) PG(127) 5913285 |(:25) * * The Rose Tattoo (1955) Anna Magnan. (CC) ( 1 : 57 ) 7891827 

(4:45) Eden <146] |(:35)The Shrunken City (1998) P G'(130) 20024518 |»e Oddball Hall (1991) Don Ameche (127) 768131 

670(555) # Hijaddng Hollywood 'NR' (131) 33059822 |»» The Trip (1967) Peter Fonda (125) 9972803 |(8:50) 

(5:00) Good Times ~~ l(: 35 )»»r The Norseman (1978) (1:30) 6361243 9 |(:10)»» Driving Me Crazy (1991) PG' (1:28) 9564762 

Master-Menace (:40) eee TwMght Zone: The Moult (1983) John Utigow. (1:42) 80111279 |(:25) Close Encounte 


(:45) * »• Stuart Saves His Family (1995) AI Franken. (1 35) 70758120 
ie PG'(130) [* Wrongfully Accused 11998) PG-13'(1 25) 503618 

♦ A x Blow Out (1981) John T ravolta. Nancy Allen. R' (1.47) 1593827 

♦ ♦5 Nadine (1987) Kim Basinger PG' (1 23) 257860 \V7< 


Romance Stone 



























































































































































































































































































































































































































































































December 19 - 25,1999 



St. Cloud Times 11F 


MONDAY-FRIDAY AFTERNOON 


B - Bresnan A - Astound 


December 20 - December 24 


5 

" 


4 


11 


_ b 1 a 12:00 l 

i All My Children 59933 


WCCO 4 4 News 89662 


0gKAREj11.il Days of Our Lives 42040 


B3WFTC 12'10 Rockford Files 26846 


KMSP 9 9 Jenny Jones 11372 


ffiKMWB 23 23 Jerry Springer 37914 


EDKPXM 13 13 Big Valley 79914 


KTCA 2 2 Arthur 94594 


12:30 


1:30 


[jgj 


. Beautiful 


Theodore Tugboa; 


A&E] 
AMC] 
ANPL 


Animal Doctor 


BET 


CART 

CMTV 


PEH1 53 48 Sat. Night Live Sat. Night Live 


COURT 

[disc! 

disch 



Law & Order 315391 


57 581(:15) Movie 9494001 


Pet Line 87469 


Hits From the Street 721759 


180 591(11:00) Movie 250136 


Flintstones Jetsons 


Big Ticket 1016223 


44 Varied Programs 8637440 


Home Matters 320223 


2 Interior Motives 


Outward Bound 


[272 100 Varied Programs _ 


58 31 Madeline 

— — ~ ^ a 


59 39 Jungle Cubs 


54 49 Varied Programs 


| 221 25 | Varied Programs 313933 


Santa Claus Varied Programs 


(11:00) Movie 3727730 


Wheel of Fortune Jeopardy' 


55 75 Home Grown All in Good Taste 


5 Varied Programs 6840402 


Uma* 4 Dmnnmr 

V3n0u programs 

Movie 763049 “ 


391 71 Varied Programs 876952 _ 

1291830 


Franklin 674556 Kipper 309730 


26 Snowy River: The McGregor Saga 


1:00 ; 1:30 

One Life to Live 68681 


As the World Turns 41371 


Passions 22488 


Matlock 35594 Varied Programs 


Montel Williams 20020 


Forgive or Forget 46662 


Bonanza 88662 


Mister Rogers Varied Programs 28049 


Northern Exposure 331339 


Varied Programs 6726667 


Amazing Tails Pet Project 


Jam Zone 456933 


2:00 2:30 

General Hospital 24310 


Guiding Light 75020 


Maury 68778 


Cosby Show Magic School Bus 


Sister. Sister Dennis Menace 


Judge Joe Brown Judge Mills Lane 


Dr. Quinn, Medicine Woman 51681 



: All About It 


Acme Hour 2902372 


Nonstop Country 7323827 


Varied Programs Kids in the Hall 


DISCKtt K^irm 

discs ■ ECTTfflrcrei 

01 S 


PopSci 


Katie and Orbie 


Chip 'o' Dale 


Fashion Emer. 


Design 306643 


Home Matters 


Bonehds-Paleo 


New Detectives 


Amazing Animals 


Little Mermaid 


Talk Soup 


Quincy 580778 


Petsburgh USA 


Profiles 832339 


Captain Planet 


Varied Programs 7407174 


Kids in the Hall J Stein s Money 


Christopher Lowell 588310 


Caprial's Cafe Italian Kitchen 


Jonny Quest 


3:00 

Rosie O’Donnell 71681 


Sally 6914 


Donny & Marie 23989 


Monster Rancher 


Doug 3643 


Animaniacs 


Hogan Family 


Teletubbies 6933 


Equalizer 700310 


(:15) Movie 7873889 


Lassie 36198 


All 116778 


Movie 200001 


Sailor Moon 


3:30 


4:00 


4:30 


Power Rangers 


Recess 2643 


Batman-Superman 


Dave's World 


Barney & Friends 


Hunter-Croc 


Judge Judy 2488 

Judge Judy 1372 

Oprah Winfrey 5049 

Access Hollywood 

Jeopardy! 5730 

Beast Wars 

Digimon-Digital 

Sabrina-Animtd 

Recess 8402 

Pokemon 60020 

Batman-Superman 

Touched-Angel 

Varied Programs 

Dragon Tales 440 

Arthur 952 

| Murder, She Wrote 796117 


(:45) Movie 

| Animal Court 

Animal Court 


5:00 


News 6198 


News 3846 


News 4876 


Simpsons 33001 


Home Improve. 


Ricki Lake 43865 


Supermarket 


Zoom 8778 


5:30 


ABC Wld News 


CBS News 


NBC Nightly News 


Simpsons 73117 


Drew Carey 1914 


Shop Til You Drop 


Business Rpt. 


Simon & Simon 807662 


Varied Programs 600537 


Rap City: Tha Bassment 217846 


Reboot 4771407 




Dragon Ball Z 


Nonstop Country 


Ronin Warriors 


Zig & Zag-Dog 


Brooklyn Bridge 


Batman-Series 


8668933 


Varied Programs 2955193 


Sat. Night Live 


Pet Project 


Varied Programs 


Scooby Doo 


Varied Programs 


Pros and Cons 


Acorn-Nature 


Ducktales 


ade 


Varied Programs 




EWTN 
FAM 


g!TO | 72 J 76 Michael s Place Chef du Jour 


GAME 

HGTV 


Henson-Animal 


Varied Programs 


Timon & Pumbaa 


Winnie the Pooh 


Search Party 


Divine Mercy 


Jay Jay the Jet 


Aladdin 314223 


101 Dalmatians 


Myst.-Scandals 


Rosary 


Varied Programs 


Carlo Cooks Italian 


Pappyland 


Great Chefs 


C 


Salty's Lighthouse 




Gimme Shelter 701049 


Death by Choc. Dream Living 


Brotherly Love 


Quack Pack 


Big Garage 


New Detectives 


Almost Home 


Ducktales 


Skinnamarink TV 


Ready or Not 


Bonkers 


True Hollywood Story 743846_ I Varied Programs 755681 


Joy of Music Varied Programs 527914 


Growing Pains 


Goof Troop 


Your New House 812594 


Work in Progress 


Zap It! 


Next Step 


Growing Pains 


Chip 'n' Dale 


Talk Soup 


SciSquad 


Inferno 


Smart Guy 


Aladdin 


News Daily 


Donkey Kong [3 Friends. Jerry 


Cooking Live Primetime 2917204 


M*A*S'H 


Blockbusters 


Carol 


M’A*S*H 


Hollywood Sq. 


Simply Quilts 




Varied Programs 515204 


Molto Mario Pick of the Day 


NYPD Blue 7987204 


To Tell the Truth 


Today at Home 


In Search Of... 


What's My Line 


Homewise 


In Search Of... 


Sixth Gr. Alien 


In Food Today 


In Living Color 


Win TV 5051372 


Decorat-Style 


FBI: Untold St. 


Big Wolf-Camp. 


Hot Off the Grill 


In Living Color 


Party of Five 744914 


Ellen 507285 


Varied Programs 


Crimes & Trials 


Movie 


Ellen 887599 


Varied Programs 407846 


Essence of Emeril East Meets West 


Beverly Hills, 90210 6624952 


$100,000 Pyramid Family Feud 


Grow It! Guide Designer Land. 


Weapons at War 2876420 


Movie 866575 


Ready-Cook! 


Varied Programs 


Martha-Kitchen 


MTV 
NASH 


TRL 646933 


33 74 


PLEX 
SCIF I 
TBN 
TBS 
TCM 
TLC 
TNT 
TVL 
UNI 
USA 
VH1 
WGN 

CNBC 
CNN 


Varied Programs 


Twilight Zone 


Casey Treat 


Varied Programs 


Dating Story 



(10:25) 


54 Twilight Zone 


Behind the Scenes 


5 Hunter 940001 _ 


571(11:00) Movie 


Dating Story 


Movie 399049 


38 Ellery Queen 1016223 _ 


Single Guy 


53 ICuando Hay Pasion _ _ 


Back Videos 361391 


6 News 


(11:00) Power Lunch 8802933__ 


CNN Today 114759 _ 


American Presidents: Life Portraits 522001 
(11:00) FOX News |FOX News 


Dallas 491038 


Doug 299914 


Movie 3749317 


Movie 1750020 


Lost in Space 2900914 


James Robison 


Movie 4789407 


Movie 8023827 


Baby Story 


Doug 308001 


Varied Programs 617445 _ 


Switch 1092643 


Boston Common 



Movie 777808 


Cosas del Amor 


Videos 604643 


Hawaii Five-0 663136 


Street 


Crook & Chase 285407 


Hey Arnold! Ace Ventura 


Varied Programs 8902667 _ 


Varied Programs 4827101_ 


Quantum Leap 3023914 


Benny Hinn 1700 Club 8663865_ 


Varied Programs 


Varied Programs 3319377 _ 


Baby Story | Wedding Story Wedding Story 


Kung Fu. The Legend Continues 


All in the Family Maude 7795933 


Varied Programs 393908 


Gordo y Flaca [El Blablazo 


Programs 706149 _ 


MacGyver 829865 


Varied Programs 843453 


McCoys Real McCoys 


Garfield-Friend Rocko's Life 


Young Riders Varied Programs 


jo 


Designing Women 


Varied Programs 954730 



Seaquest DSV 5458846 


John Hagee Today 


(:05) Cosby Show 


Movie 6190469 


Baby Story 


LA. Heat 412339 


Sanford and Son 


Bay watch 324914 


Cristina 


Behind the Music 749020 


(Z 


Parsley 


(:35) Cosby Show 


Wedding Story 


Hogan's Heroes 


Full House 


Full House 



Varied P 


i.i 


MSNBC 

ESPN 

espnJ 

MSC 
OUT 
SPEED 



1656694 _ 


Talkback Live 128952 


FOX News 


Crosstalk 


Market Wrap 7417846 


Street Sweep Showbiz Today 


Public Policy Conference 992310 _ 


Your World _ 


Newsfront 


Designing Women 


IOT 


E2 


Dukes of Hazzard 408136 


Figure It Out Kenan & Kel 


Doogie Howser ALF 7784827 


(:25) Movie 84393865 


Star Trek 5460681 


Praise the Lord 1201575 


(:05) Full House (:35) Full House 


Hometime Hometime 


In the Heat of the Night 491846 


Emergency! 5085339 


Pacific Blue 343049 


Primer Impacto 


Varied Programs 900339 


Cosby Show Parent Hood 


Market Wrap 7429681 


Inside Politics 341681 


American Presidents: Life Portraits 927407 




y Hills, 90210 1732049 


Hollywood Sq. Match Game 


Fix It Up! Dream Builders 


Varied Programs 5354469 


Movie 


Golden Girls 


rrm 


Programs 


Golden Girls 


Alice 390335 


All That 891001 


Muppets 


Alice 750001 


Catdog 531117 


Doogie Howser 


Varied Programs 


Hercules: The Legendary Journeys 


(:05) Roseanne 


Movie 6454643 


Home Again 


Due South 340830 


All in the Family 


Baywatch 981223 


Fuera de Serie 


(:35) Roseanne 


Home Again 


Adam-12 


Noticiero Univision 


Wayans Bros. 


IE3 



29 62 


63 


45 - 



Varied 


Varied P 


Paid 


Surfer 


1 


ams 276876 _ 

8668310 _ 

I Paid Program 


Varied 


ESPNews 


1200846 


Worldview 


.ife Portraits 927407 


Special Report 


Watch It! 


(:45) Up Close , Sport seen ter 812150 


Varied Proqrams 5591827 


Fresh Prince 


Business Center 


Money line Nws 


Equal Time 






News 996001 


8935933 


Varied Programs 691056_ 


Outdoor Prod. 


Outdoor Guides 



Varied Programs 8914440 


Ftsh'n Canada 


Wild About Wheels 


Sportfishing 


Paid 




Outdoor Adv. Hook-Scotland 


Varied Proqrams 1459391 


Complete Angler 


Speeds 




Last Word 


Sports. Jml. 




W U 3 
TH 




(11:10) Phar Lap(1983)0 48)24885377 




Close Encounters - Special Ed. 

m — 


(:35) * * * Into the West (1992) PG' (1:42) 76969339_|(:15) » ★ Earthquake (1974. Drama) Charlton Heston, Ava Gardner PG' (2:09) 58046223 


(: 35 ) * Wholly Moses! 1 1980. Comedy) Dudley Moore PG' (1 49) 76907599_(:25) * » Hot Chocolate (1992) Bo Derek. (1:33) 65420112 


(2:55) *« When Time Ran Out (1980) Paul Newman 'PG' (2:01) 46967667 


(:15) * A, Airport '77 (1977. Drama) Jack Lemmon (CC) 'PG' (1 53) 8977168 


(:15) * # * * American Graffiti (1973) Richard Dreyfuss PG (1:52) 8937540 



Face the Music 


(:25) * * ♦ The In-Laws (1979) (CC) PG (1 43) 96496120 


Just Between Friends (1:51) 4089179 


(4:50) The War (1994) (2:05) 46473377 


(:15) Memoirs of an Invisible Man (1:39) 


(:15) * * * The Secret Garden (141) 


How-Spell God 


(:45) * * Wyatt Earp (1994. Western) Kevin Costner, Dennis Quaid (CC) PG-13' (3 11) 33165865 


67 



TH 


* * * My Life (1993. urama) Micn aei neaiun. — ■ _—_,- .... -r — 

w *, Vmi’w* Got Mail (1998) Tom Hanks Meg Ry an (CC) 'PG' (1 59) 941223 [Tracey Takes On... | The Man W,th O. 

Anv GiverT Snd-U + + 4 Titanic .19971 Leonardo DtCapno O scar-wmmng account of the doomed 1912 ocean liner (CC) (3:15) 43882255 


W 66 62 
TH 


** 



Destiny Turns On the Radio (1995) (1 41): 


1372 |**t* The Conversation (1974) Gene Hackman. (CC) 'PG' (1:53) 125038 - How I Spent My Summer Vacation NR 

1(:45)»+ We're talkin' Serious Money (1993) PG-13'(1:31) 14070228 \** Paternity (1981) Burt Reynolds PG (1:35) 6247599 


(:15) Practical Magic (1:45) 66980063 


** Beaches(1988)(2:03)743323 


Doctor Dolittle 


(:15) Big Business PG'(1:37) 66828279 


(:15) The First to Go (1:27) 20946049 



W|64 64 


I, 


S 

T 

A 

R 

Z 

! 


W| 61 



w 63 67 
TH 


_L 


I + + 7 Th» Ffw>my With in ,1994. (CC) d 26) 380730 I""”*" |*» Richie Rich (1994) Macaulay Culkm. (1:35) 5710204 _ 

^ nramai Michael Keaton (CC, PG- 13'(1 54) 569841 t*, The Man Who Knew Too Little (1:34) 5787976 (:45) * ♦ Holy Matrimony (1994) Patricia Arquette PG-13' (1:33) 67719006 |Talked to Death 

* ! ■ vl’tt! Got Mill (1998) Tom Hanks Meg Ryan (CC) 'PG' (1 59) 941 223 j Tracey Takes On... |»»i The Man With One Red Shoe (1985) (1:33)597280 |Real Sports (R) (CC) 349445 Home Fries (CC) (1:33) 9272648 ~ 

AnvGiven S nd-♦ A w ♦ Titanic (1997) Leonardo DtCapno Oscar-wmmng account of the doomed 1912 ocean Imer (CC) (3:15) 43882255 |(:45) ♦ + Richie Rich (1994) Macaulay Culkin, (CC) ‘PG 1 (1 35) 74868930 | Shadrach (126) 

nviftm Ynif'vt mi MQQfli PG II59) 516 182 [Family Video Diaries: Before You Go | » ♦ Quicksilver (1986) Kevin Bacon. 'PG’ (1 46) 5973786 |(:15) * * Club Paradise (1986) Robin Williams (CC) 'PG-13' (1 44) 28279811 _ 

„(/„ ' , R ■ TTTlhtli^B oy 1 1984) RoberlDuvaM I 331914952 [♦« The Golden Child: 1986) (CC) PG- 13 1 (1:31) 8954827 |(:35) ♦ ♦ ♦ The Man Withoul a Face (1993) Mel Gibson (CC) (1:54) 406 32407 [The NakedGur! 

I rosi « • A Lite Lcs^ Ortlimry (1997) Ewan McGregw R' (1:43) S5311624 |» Sp»ier» (1996) Dust.n Hoffman, Sharon Slone (CC> PG-13'(2 13) 74744131 

[77 While Water Summer (1987) PG’ (1:29) 834464 »♦ Greet Eiptctrtom (1998, Drama) Ethan Hawke. (CC) R' (1:51) 344071 

( 1100 ) Ever Alter:* Cind erella Story _ [77 MidirW~HTii^G7rden ol Good an d Evil (1997) Kevrn Spacey (CC) R’ (2:35) 82447502 | (:45)««w Dead Bang (1989) Don Johnson (CC) R (1 45) 76631762 

;» 7«I..no Rmr— (1997)( CCH’G 1 (138)2281057 H*)*' Frozw Aaaeta 11992) Shelley Long 're-13'(1:M|8801319 S-, 

^1717^^^1,1, 11 9741 Gene Wilder PG (1:45) 109003/2 | ♦ w « e The Conversation (1974) Gene Hackman. (CC) ’PG’ (1:53) 1250 38 ■ 

HU m , 1 Phhra Madioan H967) 1129)3477 605 |(:45) We're T alkin' Serio ua Money (1993) ’PG-13’(131) 14070228 

!(=«>««« Bring on the Night (1985) Shng PG-13'(1:37) 85846377 _ 

m ini stream and Scream Aqain VG r(05lTh7pi^toGo (1997) Mark Harmon.(137)39541014 |(:45) Wk Sheba Baby (1975) Pam Grer.(1:30) 4459304 _ 

' ' • "'i ' -- - [CC) H 3014,8 7873-f(:3 5) • ♦ ♦ * The Converaation 1 1974) Gene Hackman PG' (1:53) 91251057 *«« MUelinw (1998) (CC) PG (130) 394163 _ [The Flamingo Kid (1984) (1:40) 9599347 

Looted ini Silence'l l - ^ » NR ,, 34 ) 9863 39 ?"-One onOne |The Adventures ol Smoke Belliou: The Gotden Egg (1:481 |(:45) » ♦ Wide Awake [1998) (CC) PG(1:28) 2120020 (:15) Hull Be Santa (1 40) 10286020 

Bigglrt Pny df I 998)He9 Qre ^ ^ ^ -j :35)t CaddytetaefcI(1988)(CC)'PG'( 138) 53396268 |(:15) ** LawDojal1997.Drama)SamRockwel (CC) R '(1 41) 17519518 *♦ MyUte(1993)(1 54)5823266 

(11 (AS) ♦ ♦ wHoiroaricW^ 93 -. ( CC) [ I 36 ) 753694 64-(3 0) Mutdereall: Dtedtet (1997) Lucy Bed (1 '30) 4456735 [(2:50) * ♦ * Pure Country (1992) PG(152) 87883919 |(:45)The Firal to Go (1997) Mark Harmon. (127) 36104358 

111:401 * PG '11 43130378 168 [(1:50) «« Frog and Wombat (1998) NR'(1:34) 90972236 [♦♦ Cotaan Die DeMroyr (1984) PG'(1:41) 22015236 | (:15) The teghty (1998) |140) 10124236 

, |: ”l *** “Tl* .J. .cn.n -77;-[« * « Gerommo: An American Legend (1993) Jason Palric. (1 :55) 6258827 ♦ ♦ Overnight Delivery [1996) Paul Rudd. (1:27 ) 3645144 [* Leave II lo Beaver (128) 4356927 

Menace 11990)(1:38)40916049 p)^ Feast ol July (1995, Drama) Embeth Davate (CC) R'(1 56) 3381285 

wL Hoonwi 961 ftftf 7 8266 - 1(:20) ** No Looking Bte* (1998) R- (1:36) 30204727 |*Ws Bad, to School (1986) PG-13'(136) 1849599 

. T^Siodi Q3S)*, Hie Odd Couple H (1998) (CC) (1:47) 18712782 _ (:15)*«, SomaWnB Short olPamOw (1979, Drama) PG'(127) 80410938 _ 

ninonn/ FTsiTT A FeatUIMidni ghl (1995) Chnslopher Lee 'PG(1:45) 13531472 j(:05) ♦ ♦ Caeualtrw 1 1997) Mark Harmon (1:26) 4007236 |(:35)»W The BigLdbowaki 11998) (CC)-R'(1 57) 2148830 

Lw riQQB) .inJLa Gowao Dylan Wals h (CC) R' (146) 7953705 1(30) ♦♦ JuH Write (1998) Sherilyn Fetxi. (1:44] 44674 347 |(:10) ««♦ Shkwood (1983) Meryl Streep. Kurt Russell R'(2:11) 51775540 


Gift of Love: The Daniel Huffman Story 


* it Sticky Fingers (1988) Helen Slater. (1:28) 201006 Overnight Delivery 


(:15) The Last Home Run (1996, Fantasy) Thomas Guiry NR' (1 30) 29791675 


Locked in Silence 1 1999) Marc Donato (CC) (1 30) 4181873 ( 

Reggie's Prayer (1996) Reggie White NR'(1:34) 9863391 _ [ 

(11:45) Romanci ng the Stone PG (145)75380957 _( 

(11:40) Talk of A ngels (1998) (CC) (1 36) 75369464 _ 

(:05) *4, Continental Divide (1981) JohnBeKishi PG'( 1 43)30378166 


Menace (1990) (1:38) 40916049 |(:35) * t Feast of July (1995. Drama) Embeth Davidtz. (CC) 'R' (1:56) 3381285 (:35) ♦ * s Eden (1998) Joanna Going. (146)! 

(^O)T* No LookingBack (1998) R(1 36) 30204727 ♦ U Back to School (1986) PG-13*(1 36) 1849599 (:40) * * s Once a Thief (1996) (CC) (1:48) 47720063 

[:35) * . The Odd Couple II (1998) (CC) (1:47) 18712782 (:1S) ♦ ^ Something Short of Paradise (1979. Drama) PG' (1 27) 80410938 [(4:50) Hijacking Hollywood (1997) (1:31) 









































































































































































































































































































































































































CART 


COMD 


COURT 


DISCH 


DISCK 


DISCS 


GAME 


HGTV 


ODSY 


PLEX 


SCIFI 


December 19 - 25,199 


12F St. Cloud Times 


December 20,1999 


MONDAY EVENING 


B - Bresnan A - Astound 


NFL Football Green Bay Packers at Minnesota Vikings. From the Hubert H. Humphrey Metrodome in Minneapolis. (Live) (CC) 


News (CC) 7721952 (:35) Nightline (CC 

42851575 


News (CC) 285 Wheel of Fortune King of Queens Everybody Loves Everybody Loves Becker Becker must Family Law "Pilof Lynn represents a News 1868662 (:35) Late Show Journalist Tom Brokaw, (:37) Late Late 

(CC) 865 Noel Cowards" Raymond Ray's Raymond “The Can care for a sick, stray woman trying to regain custody of her chil- actress Alex Kingston, music group Run- Show (CC) 9755376 

4 Doug and Carrie's Christmas wish. (R) Opener" A silly fight, cat. (R) (CC) 1865 dren.(R) (CC) 9117 DMC. (CC) 97706759 

_ car trouble. 6310 (CC)579 2730 ____ 

News 6223 Entertainment To- Suddenly Susan Veronica’s Closet Law & Order: Special Victims Unit Dateline (CC) 41952 News 2859049 (:35) Cheers Sam |(:05) Tonight Show Actors Norm Macdon- 

night (CC) 7575 The lone birthday Alec’s traveling com- “Sophomore Jinx" Benson and Stabler falls for ex-flame's aid and Embeth Davidtz; performance by 

11 party guest. (CC) panion. (R) (CC) think two athletes murdered a student. (R) daughter. (CC) Cirque du Soleil. (CC) 24903407 

_3020_[3759_ (CC) 38488 __ 3966117 __ 

Seinfeld “The Clip Hollywood Squares Time of Your Life “The Time the Millenm- Ally McBeal ‘Blue Christmas' Ally and Frasier “The Club" A Newsradio “Led 3rd Rock From the Frasier Niles poses Newsradio Dave Unhappily Ever Af- 

Show. Part 1" High- (CC) 87310 urn Approached" Sarah rings in the millen-Renee make a bet to see who can per- battle for a club Zeppelin" Bill bonds Sun Dick feels mad- a difficult question, and Bill react to new ter Undercover 

10 lights from the se- nium with her new friends. (CC) 32846 form the sexiest Christmas song. (CC) membership. (CC) with Dave. (CC) equate. (CC) 80556 (CC) 99204 talent. (CC) 65961 Tiffany. (CC) 70730 

ries. 63730 __ 41594 __ 15466 _ 27575 _ 

Friends Monica's Friends Phoebe Moesha Moesha is I Parkers Nikki Grown Ups J and Malcolm & Eddie News 23556 News 2857681 (:35) Drew Carey (:05) Mad About (:35) Star Trek: Voy- 

high-school friend finds links to her propositioned by her pledges Kim's sorori- Gordon feud over a The guys' doomed "Drew Gets Motivat- You The Recital" ager “Initiations" 

9 visits. 8827 past- (CC) 2407 boss. 8952 [ty. (R) 1391 comic book. 4372 [vacation. 3407 __ |ed" 3971049 (CC) 7731469 9946469 _ 

Nanny The Chatter- Roseanne “We're in 7th Heaven The Camdens discover the Popular “Fall on Your Knees" A mean-spir- Caroline in the City Grace Under Fire Jerry Springer (CC) 42285 Roseanne Nanny Tattoo’ (CC) 

oox" (CC) 54469 the Money" (CC) Christmas spirit in love, family and giving ited Nicole is visited by three ghosts dur- (CC) 14914 Grace learns Roseanne may lose 99466 

_ 178049 _ gifts. (R)(CC) 43914 _ ing the holidays. (R) (CC) 52662 _ [Quentin lied. 38643 _ her job. (CC) 26759 _ 

Treasures in Your Home: The World of Hope Island A newborn baby is aban- Touched by an Angel “Fear Not!" Monica Diagnosis Murder Talked to Death’ A TV (:05) Twice in a Lifetime A washed-up ac- Paid Program 68759 Paid Program 5613( 

Collecting (CC) 75198 doned on Daniel’s doorstep. (R) (CC) and Tess help bring the joy of life back to stunt backfires when the host accidentally tress learns fame isn't all it's cracked up to 

_ two brothers. (CC) 97092 _ [kills his partner. (CC) 98488 _ be. (R) (CC) 78860865 _ 

Anyplace Wild (CC) Great Performances “Dance in America: Le Corsaire With American Ballet Theatre" A Are You Being [As Time Goes By Breaking News Breaking News 

681 production of “Le Corsaire ’ 8001 Served? 95223 Lionel frets about 4310 85407 

weddmq. 71643 


CBS 

IWCCO 


NBC 

fQKARE 


03WFTC 12 


News 2857681 


Newshour With Jim Lehrer (CC) 41399 


nesota 8914 


Law & Order “Extended Family" (CC) Biography: Anna and the King 414001 Investigative Reports “The Cold Case 
311575 _ Files, Program No. 5" (R) 430049 

(4:45) A ★ ★ “The Manchurian Candi- Hollywood Fashion * * ★ ■> “To Catch a Thief” (1955, Mystery) Cary Grant, Grace 
date” (1962) (2:06) 80480730 _ I Machine 257643 |suspected when crime plagues the Riviera. (1:46) 938407 

Planet's Funniest [Aquanauts (R) From Cradle to Grave “Extraordinary Ele-[Celebrity Crusaders "Wildlife Vet" (R) 
Animals 61372 85952 phants" (R) 30488 49136 

Hits From the Street 710643 Sparks (CC) 238339 1 Amen 951778 I Comic view 820469 


Upon the Stage’ Biography 


and the King 203117 


ival" (1951, Drama) Kirk Douglas, Jan Sterling, Bob Arthur. A re- “5 Million Years” 

fermgs of a cave-in victim. (1 52) 927310 _ 377399 _ 

From Cradle to Grave “Extraordinary Ele- |Celebrity Crusaders “Wildlife Vet" (R) 
phants" (R) 39759 _ 17876_ 

BET Tonight News and interviews. (Live Midnight Love Mellow rhythm and blues 
Phone-In) 836020 _ |l99136 _ 

Inside the Actors Studio Laurence Fish- A A “The Jigsaw Man" (1984. Drama) Michael Caine. Laurence Olivier. Susan Profiles The Real Al Jolson Story" (R) A * “The Jigsaw Man" (1984, Drama) Michael Caine. Laurence Olivier, Susan 
8 burne. (R) 656846 _ George. An ex-British intelligence agent receives plastic surgery. (1:31) 559594 • 282285 __ George. An ex-British inteigence agent receives plastic surgery. (1:31) 571681 

Scooby Doo Dexter's Laborato- Ed. Edd n Eddy [Cow and Chicken [(:10) Bugs & Daffy 57750830 Tom and Jerry [Flintstones (CC) Ed, Edd n Eddy 'Cow and Chicken [Batman-Animated Dragon Ball Z 

_ 4760391_ [ry 4751643 _ 5698556 _ 4757827 ___ [5468223 _ 2927681 _ 2675759 2684407 _ Series 5430440 3020827 _ 

73 CMT Request Line 6098488 Faith Video Bio (R) 4920914 Nonstop Country 7405594 Jammin’ Country |Nonstop Country 

Daily Show (R) [Win Ben Stein's * * * “Booty Call" (1997, Comedy) Jamie Foxx. Tommy Davidson. Two buddies hope [Strangers With Upright Citizen [Daily Show 7099440 Win Ben Stein's Saturday Night Live Eddie Murphy. (CC 
1469778 [Money 1443730 to score during an eventful double date. (1:19) 5580372 _ Candy 4521952 [8948407 __ Mo ney 7015488 5586556 _ 

44 Crime Stories (R) 9549420 _ Cops 1217136 |Cops 5594914 [Homicide: Life 5867310 _ Winners & Sinners 5854846 _ Cops 4591001 [Pros and Cons Homicide: Life 4217827 _ 

Wild Discovery "Great White: In Search On the Inside “The Deadliest Job in the inSearch of Liberty Bel! 7 (R) 416469 On the Inside "The Deadliest Job in the In Search of Liberty Bell 7 (R) 532407 

of the Giants" (R) 326407 _ World" 429933 _ World" (R) 428204 ___ 

.. Home Pro “Interior [Men inToolbelts In- Your New House Home Savvy “Con- Interior Motives “Stencil Savvy* (R) [Home Matters Tofu treats: a vine chande- Caprial's Cafe (R) Biba's Italian Carlo Cooks Italian ICucina Amore (R) 

102 Painting" (R) stalling a deck. (R) servatory’(R) tor, tassels. (R) Kitchen (R) 

Story Studio “Cu- Real Kids, Real Ad-Jaws & Claws Crocodile Hunter's Outward Bound [PopSci (R) Boneheads-Pale- Acorn: The Nature Jim Henson’s Ani- Jay Jay the Jet 

1U1 pid's Arrow" (R) [ventures (R) “Dragons!" (R) Croc Files (R) ‘Rookies’(R) | _ oworid _ |Nut (R) (CC) malShow(R) Plane _ 

Understanding Universe (R) Discovery News (R) Ultrascience Con- Explosion! <Ri 1 New Detectives • > ■ ; Casebook’ iR) Discovery Newt (R) Ultrascience Ex- 

_quering time travel. ploring the sea. (R) 

★ * h "Mighty Joe Young" (1998. Adventure) Charlize Theron. Bill Paxton. Remake "Horse Sense" (1999, Drama) Joey Lawrence. Andrew |(:35) * * v, “Johnny Tsunami" (1999, Drama) Brandon Baker. |(:15) Music Videos [Mickey Mouse Club 
_ of the 1949 classic about an extremely large gonlla. (CC) (1:54) 203778 _ Lawrence. Susan Walters. (CC) (1.32) 3203372 _ Cary-Hiroyuki Tagawa (CC) (1:36) 70542310 _ 94970391 _ (R) 822952 _ 

Timon&Pumbaa Tale Spin (CC) Ducktales (CC) [Bonkers (CC) Aladdin (CC) Darkwing Duck Gargoyles (CC) Gargoyles (CC) [Mighty Ducks (CC) [Sonic the Hedged Gadget Boy Blazing Dragons 

(CC) 4773865 4764117 _ 5694730 _ 4753001 _ 5610778 _ [(CC) 5699285 [5448469 _ [2907827 _ 2671933 _ hog 2680681 5443914 [ 3026001 _ J 

Fashion Emer- Search Party Talk Soup 865407 Mysteries & Scan- True Hollywood Story “John Lennon: The Final Days"The last days of musician John Howard Stern iHoward Stem (R) Lingerie (R) 253933 

n gency 575372 599952 dais 595136 Lennon and the actions Of his killer. (R) 460001 645865 621285 

25 Our Lady-Daily Mass 319117 In Concert: Catholic University 809681 |Rosary 7480943 |Abundant Life 418827 Journey Home (R) 411914 Our Lady-Daily Mass 201759 

(5:00) e * “Babes inToyland" (1986) * * “All I Want for Christmas” (1991, Comedy) Harley Jane Kozak. Jamey Sheri- Famous Families ‘Sonny and Cher The 700 Club (CC) 124001 Who's the Boss? Random Acts of 

_ Drew Barrymore. (CC) (1:36) 866575 dan. A girt asks a store Santa to reunite her estranged parents (132) 498223 _ Beat Goes On" (R) 121914 ___ 408575 _Co medy 769223 

76 Cooking Live 2997440 Emeril Live (R) 7883914 [Door Knock Dinners 7892662 Holiday Cookie Swap (R) 7889198 Emeril Live (R) 7882285 Door Knock Dinners 4167933 

'M’A’S’H (CC) [M’A’S’H (CC) NYPD Blue Safe Home’(CC) 9020914 X-Files ‘Alpha’ (CC) 9039662 Mamed With Married With X Show (R) (CC) 9029285 X Files Trevor’ Mulder and Scully track an 

* 1207198 1221778 _ _ 6620136 5249778 escaped convict. 7456488 

I nquizit ion 7781730 Newlywed Game New Newlywed [Family Feud Match Game All New Three's a Burt Luddin's Love $100,000 Pyramid Inquizition 7291310 Newly wed Game New Newlywed [Family Feud 

J_ 7705310 _ Game 7469914 7701594 _ 7478662 _ Crowd 7464469 ‘ Buffet 5069391 1002020 _ 7277730 _ Game 5071136 8956488 _ 

This Old House (R) New Yankee Work- Christmas Castles Collectible Trea- [You're Home (R) Country at Home ’if Walls Couid Dream House [Christmas Castles Col^ct.bleTre* You're Home (R) Country at Home 
5 9036136 shop 9027488 3135440 sures 9016372 3151488 3163223 Talk... 4165778 1871778 (R) 6469575 sures 6478223 4160223 (R) 8026914 

120th Century The history of legal gaming End of the World (R) (CC) 3037136 Twelve Apostles: History's Great Revolutionaries The apostles, brought together History's Lost & Found (R) (Part 2 of 3) End oMhe World (R) (CC) 5261846 l 

(R) 6446806 _ by Jesus, were shaped into history s most famous revolutionaries. 3017372 (CC) 3036407 _ 

(5:30) * * *■< “Gates of Heaven" (1978. Split Screen Demo- * * "The House of the Spirits" (1993. Drama) Jeremy Irons. Meryl Streep. Glenn Close. Forty-five years Split Screen Demo- * * * “Cafe au Laft" (1993) Jufie Mauduech. A woman with 

Docume ntary) (1 :25) _liti on duo. (R) in the life of a South American family. (2:18) lition duo. (R) two lovers is unsure who made her pregnant (1 35) 

.. Intimate Portrait “Jackie Onassis’ (R) Weddings of a Lifetime XVII: Kennedy [“The Haunting of Helen Walker" (1995. Suspense) Valene Bertmelli. Diana Rigg. A Golden Girls Golden Girls (66) fOh Baby(CC) [Unsolved Myster- 
(CC) 591759 _ Weddings (CC) 138204 _ |governess protects two English orphans from evil spirits. (137) 118440 _ “Ebbtide" 859285 | 868933 _ 411049 _ tes 226469 

71_ Nine Movie Moment s 586827 MTV Movie Awards (R) 496865 __'Movie 494372 |Sandtor 581372 Beavis and Butthead 122643 Celebrity Death |Celebrity Death -- 

Waltons The Pursuit" Kathy tells Jim-Bob Holiday Celebration on Ice iR) (CC) [Classic Christmas With Martina Dolly Partoni Precious Memorie*(Rj Dallas The Prod^CC) 125391 DukeYoT Hazzard Swamp Molly" (CC) 

that he is a father-to-be. 891894 126020 McBride (R) (CC) 102440 (CC) 122204 915136 

Hey Arnold! (CC) [Rugrats (CC) Hey Arnold! (CC) [Rocket Power Little Bill 897285 Mary Tyler Moore Mary Tyler Moor* FMaryTyim Moore Mary Tyler Moore Mary TylerlMoonT Mary Tyler Moore I Mary Tyler Moore 

34 521730 _ 545310 _811865 541594_ 809020_ 798575 329594 675285 684933 793020 581407 

26^ A /on lea 1014865 _Sno wy Rivet McG rego r 6082827 Happy C hristmas. Miss King (R) 6095391 Lonesome Dove. Series 6081198 Young Riders 7089204 

(4:25) “Yes. Gior- |(:20) * * h “Take Your Best Shot” (1982, Comedy) Robert * ♦ ♦ “South Pacific'' (1958. Musical) Rossano Brazzi, M»tz» Gaynor, John Kerr. A WorkJWar II nurse finds|(:35) ♦♦♦ “The Man¥ the Iron Mask" (1977) Richard 
™ gio" 84373001 Urich, Meredith Baxter Birney. (137) 89667865 _ love with a widowed islander (231) 29046285 Chamberlain. Louis Jourdan. (1:43) 96583865 

Outer Limits "Unnatural Selection’ (CC) Outer Limits “Dark Matters' (CC) 7809952 Outer Limits “Voce of Reason' (CC) [Outer Limits "Second Thoughts’ (CC) [GalaxyQuest 20thMonsters (Ofc) [Friday the 13 th: the Series The Spirit of 

54 2920778 ___ 7885372 7805136 Anniv. 2666001 2682049 Tplevismn' ICO 4150643 I 

24 Pensanti Bishop 5503662 Behind 1282440 (R.W.Sdiambach Dino 12 

15 Fresh Prince Fresh Prince (:05) Figure Skating Vail Festival. (Taped) 3774049 

~ (5:00) ♦ * “Susan Slept"Here” (1954, * * ♦ * “The Gold Rush’’'(1925, Comedy) Charlie Chapkn, * ♦ “The Circus" (1928, Comedy) Charlie Chaplin 

57 Comedy) Dick Powell (1 38) 6454643 Georgia Hale Mack Swain. (1 22) 8868117 _ [Silent. A handyman gets to perform under the big to 

.. [Trauma: Life In the ER (R) 291010 [World's Most Death Defying Stunts (R) |Evel Knitvel: The True Story (R) 137136 [Motorcycles - Bom to Be W 

117372 

Nitro (Live) (CC) 415488 


Amen 951778 


Tom and 

5468223 


A blackout hits. (R) 




Classic Christmas With I 
McBride (R) (CC) 102440 

uttMBiii^^H 


Mary Tyler 




128488 


ER ’Blizzard’ (CC) 


41 38 Taxi 7796662 |Taxi 7787914 Taxi 7474846 Taxi 7783198 

78 ’ 30 Sohadoras NuncaTeOlvidare 

rnr JAG “Ceja W (CC) 944827 Walka^Texas Ranger “Saving Grace 


Andy's Funhouse 6099117 
Tres Mujeres 

WWF Raw (CC) 375551 


All in the Family | Maude 
Cristina Edic.on Especial 

WWF War Zone (CC) 270907 




Apollonia Kotero 


Day (1:51)90 
i (CC 219339 


Chria Gaines 872198 |***‘ 

Caroline 391372 | * # ♦ “Gun fight at the O K. 


38 72 [List (R) 588846 
16 16 Caroline 300020 














NEWS CHANNELS 


CNBC 


CNN| 

CNN? 


CSPAN 


CSPAN2 


MSNBC] 


SPORTS CHANNELS 


ESPNN 


GOLF 


SPEED 


SHOW 


SHOW2 


Rivera Live 5847556 News With Brian Williams 5850020 Hardball (R) 5860407 

Larry King Live Queen Noor. 975335 Newsstand 575579 Sports 233223 [Mone 

Biz Buzz (R) |Entrepreneurs ~ MoneylineNwm |Your Money Digital Jam (R) 

American Presidents: Life Portraits Dan Jordan, Andrew Burstem, Annette Gordon-Reed. 644662 lAffaii 

Prime Time Public Affairs 

Hannity & Colmes (CC) (Edge (CC) lo Reilly Factor (R) (CC) 


Rivera Live (R) 4213001 

Larry King Live Queen Noor. 841391 

(OffAirj 

American Presidents 635914 


43 Business Center 
40 Moneyline Nws 
46 Moneyline Nws 
T American Pres. 

18 (4:00) Public Affairs 
42~ Fox Report (CC) 


Upfront Tonight 
Crossfire (CC) 
Digital Jam 
Public 571556 


Prime Time Public Affairs 462469 
Prime Time Public Affairs 
O'Reilly Factor (CC) 


News With 


Figure Skating NHK Trophy. From 


ESPNews 521943 Sportscenter 650001 




2000 Winter X Games Classix Snocross Bodybuilding 1999 Supe 
(R) 5865952 _ [lando, Fla. (R) 5852488 

New York Mets at Atlanta Braves From July 4,1985.4949778 


y. From Or- Fitness 


Fitness Pageant Boxing Fr 

4508391 _ nett vs. Pa 

Sports Challenge 1964 Mast 

5850310 

ESPNews ESPNews 


Renato Cor 


Basketball Wake Forest at Arkansas. (Live) 5864223 


2043556 


Sports Challenge Sports Challenge [1964 Masters Film 3033310 
3586594 3577846 

ESPNews 


5267020 


CCDMauio 

corriews 


ESPNews 


ESPNews 


ESPNews 


ESPNews 


ESPNews 


ESPNews 


ESPNews 


ESPNews 


1998 9147594 


Profiles of a Pro 

7004372 


Golf Academy 

7013020 


Golfer s Travels 

4508001 


Year in Golf 9127730 


Golf Academy Workshop 1458662 [Best of GolfTalk 1998 9141310 

1467310 _ 

Sports Connection NBA B 

755556 106952 

Great Outdoors- Wild. Camper Canoe & Kayak Sport Diver I 

man 1436440 1450020 8532049 _ zine 1456204 

Inside Winston Cud Racina Best of 1999 Year in Racing 9110440 


Minnesota Timberwolves at Cleveland Cavaliers. From Gund Arena in Cleveland. (Live) FOX Sports 


141391 


Surfer's Journal (R) Surfer Magazine 

4505914 _ | (R) 8922469 

Year in Racing 9149952 


Canoe & Kayak Sport Diver Maga- Surfing ASP Pro Windsurfing (R) 
7006730 _ | Zine 7022778 Tour. 4517759 9965117 

Inside Winston Cup Racing Best of 1999 Year in Racing (R) 5593846 
Season. (R) 9159339 


Surfing ASP Pro Windsurfing 

Tour. 8518469 8520204 

Porsche Super Cup Year in Review 


Season 


* + * * “Jaws" (1975. Horror) Roy Scheider, Robert Shaw. Richard Dreyfuss. (:10) * * “Lost in Space" (1998, Science Fiction) William Hurt. Mimi Rogers. Heather Graham. The (:25) ★ * “Cold 

Steven Spielberg’s box-office blockbuster about a great white shark hunting human Robinson family battles an evil spy after he thwarts their mission to a faraway colony. ‘PG-13’ (Violence) Steel" (1987) ‘R 

prey off the coast of New England. ‘PG’ (CC) (2:04) 91402223 _ |(CC) (2:11) 54741556 __ [(1:30)31727933 

Real Sports (R) (CC) 887933 ★ ★ s “Norma Jean and Marilyn" (1996. Biography) Ashley Judd, Mira Sorvino. David Dukes. A psycholog- * * "I Still Know What You Did Last Summer" (1998, Hon 

ical battle of wills develops between starlet Manlyn Monroe and her past identity as Norma Jean Mortenson. Jennifer Love Hewitt. Freddie Prinze Jr., Brandy. 'R* (CC) (1 :< 
R' (Adult language, adult situations, nud ity, violence) (CC) (2:12) 142049 _ . 5681778_ 

ry) Colin Firth, Ian Holm. In medieval * “Gross Anatomy" (1989, Comedy-Drama) Matthew Modine. Daphne Zuniga. A Reverb Joe Strummer. the Piasters and Shock Video 2000 (CC) 2733759 

b aid of a Gypsy woman whose pig has talented but undedicated student learns about discipline and compassion during his R.L. Burnside. (R) 6006594 

ms) (CC) (1:42) 79224865 first year at med school. ’PG-13' (CC) (1:53) 6094759 


(5:20) ** “Face the Music” (1993 
edy) Molly Ringwald, Patrick Demps 
‘PG-13’(1:33) 93711223 _ 


(5:30) **** “The Naked Gun’’ (1988 

Comedy) Leslie Nielsen, Priscilla Presley 

‘PG-13’(CC) (1:25) 611594 


Latenight 


Hardball 5861136 

Rivera Live 5847556 | 

News With Brian Williams 5850020 

World Today 975515 

Larry King Live Queen Noor. 975335 

Newsstand 575579 


ESPN 


ESPN2 


ESPNC 


MSC 


OUT 


HB02 


MAX 


PREMIUM CHANNELS 


ULLtll 

61 

ILili 

I 

63 j 


(5‘15)“The First to Go" (1997, Comedy) I*** “Scream 2" (1997, Horror) David Arquette, Neve Campbell. Wes Craven’s * * “Urban Legend" (1998, Horror) Jared Leto, Alicia Witt, Re- (:45) Hoop Life (R) 8369662 (:45) a a “Chains 

Mark Harmon Zach Galliaan. ‘NR’ (1 27) slasher series continues in this bloody sequel that pits college students against a becca Gayheart. A murderer stalks college students in the tradi- of Gold" (1991) ‘R’ 

20946049 knife wielding maniac. 'R' (Adult language, graphic violence) (CC) (2:00) 854865 [tion of local urban legends. ‘R’ (CC) (1:40) 4695285 __ (1:35)12999407 

H5) * * “Execution of Justice" (1999. Drama) Tim Daly, Stephen Young. Based on “Rescuers: Stories of Courage -Two Families" (1998, Drama j Robin Tunney. U*“The Big Hit" (1998) Mark Wahlberg. A professional hit (:45) ★ % “The Hit- 
the true storv of the murders of San Francisco mayor George Moscone and openly Michael Rapaport. Two Holocaust tales, including the story of a circus couple who man and his crew find themselves m hot water when they kidnap man" (1991) ‘R’ 

nay superviir Harve y Milk. (CC) (1:43) 27353865 _ [hide Jewish people as big-top performers. PG-13' (CC) (1:45) 4978117 _ |their boss's goddaughter. ‘R’(CC) (131) 1031107 |(1:35) 10350020 

— ( 5-15) Mus t Be Santa' (1999. Comedy) * * * “Little Boy Blue" (1997) Ryan PhHIippe. A young man |(:45) * * h “Little Voice" (1998, Comedy-Drama) Brenda Btethyn, Jane Horrocks. A I * * “Psycho (1998) Vince Vaughn. Gus Van Sant's remake of 
306 Dabney Coleman Arnold Pinnock. Dean- must delay college in order to save his mother and brothers from low-rent talent agent sees a shy young woman with an amazing vocal gift as his ticket the Hitchcock classic about an embezzler who checks into a re- 

na Milliaan. (1:40) 10286020 an ab usive father. ‘R’ (CC) (1:42) 8869001 _ |to fame and fortune. ‘R’ (CC) (1:36) 45875466 ___ |mote motel run by a psychopath. (1:49) 7225310 _ 

— (4 . 35 ) * -1(;25) * *"| Got the Hook-Up" (1998. Comedy) Master P, A.J. * * “Body Count" (1998. Suspense) David Caruso. After rob- * * “Delta Force 3: The Killing Game" (1991, Drama) Eric |(:10) * i “Friday the 13th Part 3" (1982. 

670 ‘ Eden" (1998) R’ Johnson Gretchen Palmer. *R’ (Adult language, adult situations, bing a museum, a group of clashing thieves attempts to take the Douglas, Mike Norris, Matthew Penn. *R’ (Adult language, vio- Horror) Dana Kimmell. Paul Kratka. R’ 

„ ^ mild vnlence nuditv) (CC) (1:33) 65078662 loot to Miami. R’ (1 25) 340933 fence) (1:37) 3334223 (1:36) 41601556 
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B - Bresnan A - Astound 


December 20,1999 


MONDAY EVENING 


The King of Queens 

7 P.M. ON CBS 

In the encore of “Noel Cowards,” 
Arthur (Jerry Stiller) comes up with 
what he thinks will be the perfect 
Christmas gift for Doug and Carrie 
(Kevin James, Leah Remini): a way to 
solve their continuing car trouble. But 
his cure turns out to be worse than the 
disease, giving new meaning to the 
word “backfire.” Larry Romano also 
stars. 


Biography 

7 P.M. ON A&E 

As Jodie Foster brings a new adap¬ 
tation of her life to the screen, “Anna 
and the King: The True Story of Anna 
Leonowens” remembers the real 
Anna. After the death of the husband 
whom she had defiantly wed for love, 


she moved to Siam to teach the chil¬ 
dren of the king, a man open to West¬ 
ern ideas in every area but one: 
women. The movies show her sparring 
with the king on that issue, but this 
profile reveals that she didn’t stop 
there. After leaving Siam, she spent 
the rest of her long life speaking out 
for social reforms. 


Weddings of a Lifetime XVII: 
Kennedy Weddings 

7 PM. ON LIFE 

Photos, home movies and eyewit¬ 
ness interviews revisit 33 nuptial 
days, spanning more than eight 
decades, in America’s “royal” family 
— from Joe and Rose to Jack and 
Jackie and John-John and Carolyn. 
The special is more than just “wed¬ 
ding styles of the rich and famous”; 


it’s a bittersweet experience to watch 
so many of these couples on their hap¬ 
piest days and know that tragedy will 
cut that happiness short. 


Veronica’s Closet 

7:30 PM. ON NBC 

Die encore of the season premiere, 
“Veronica’s New Boss,” revisits the 
day that Ronnie (Kirstie Alley), all 
psyched to pick up where she left off 
with Alec, discovers that (a) he’s dead, 
and (b) the sweet young thing with 
whom he had a final fling is now ma¬ 
jority owner of the Closet 


Wallace Langham 

VERONICA’S CLOSET 


:__ji 

8 P.M. ON ABC 

It will be a dogfight to the end in 
the NFC Central as four teams vie for 


a playoff spot. Tonight, two of those 
teams, the Minnesota Vikings and the 
Green Bay Packers, look to get a leg 
up on the competition. 


8 P.M. ON FOX 

It may be chilly outside, but the at¬ 
mosphere at the firm’s holiday party 
gets downright steamy as Ally and Re¬ 
nee (Calista Flockhart, Lisa Nicole 
Carson) compete to see who can sing 
the sexiest Christmas song. And talk 
about finding the true meaning of 
Christmas; Elaine (Jane Krakowski) 
discovers a real, live infant in the 
manger of a nativity scene and wants 
to adopt the baby, with a little help 
from Ally and Cage (Peter MacNicol). 
Greg Germann also stars in “Blue 
Christmas.” 
























































































BROADCAST CHANNELS 


CABLE CHANNELS 


CART 


COURT 


DISCH 


OISCK 


DISCS 


EWTN 


FOOD 
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HGTV 
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December 21,1999 


TUESDAY EVENING 


B - Bresnan A - Astound 


News (CC) 9976 News (CC) 2088 Spin City “My Din* Oh Grow Up “Parent Dharma & Greg Sports Night Tf 

ner With Caitlin" Trap” Chloe's mom “Haus Arrest" Greg’s Reunion" Dana’s 

5 Mike's Christmas wants her to move, cousin visits. (R) brother's steroid i 

_ party. 2711 _[9112_8131_ (CC) 7266 

News (CC) 334 Wheel of Fortune JAG “King of the Greenie Board" A young 60 Minutes II (CC) 5112 

(CC) 686 pilot's brash attack on an armored vehicle 

4 threatens peace in Europe. (R) (Part 1 of 

_ 2) (CC) 9792 _ _J__ 

News 6624 Entertainment To- Just Shoot Me 1 3rd Rock From the Will & Grace “Sav- I Frasier -Rivals" 

night (CC) 7976 Finch tries to ruin Sun “Dick for Taf Ri- mg Grace" Publicist Wedge between 

11 Christmas. (R) (CC) valry escalates. (R) has Grace decorate. Frasier and Niles. 

_ 6179 • _ |(CC) 6860 1(R) 2599 _ |(R) (CC)4334 

Seinfeld “The Clip Hollywood Squares * a * “Miracle on 34th Street" (1994, Comedy) Richard Attenborough, Elizabeth 
Show. Part 2" High- (CC) 13315 Perkins. Dylan McDermott. A department store executive has her doubts when the 

10 lights from the se- derly gentleman she hired claims to be the real Santa Claus. (CC) (1:54) 51773 

_ ries. 22063 _ 

Friends Monica Friends Phoebe Shasta McNasty Dilbert Dilbert has |The Strip “Murder by Numbers" Victims 

makes dinner for her finds her birth moth- Guys befriend a little trouble with Y2K perform deadly stunts to pay off their 
9 parents. 8228 


News (CC) 5324599 (:37) Nightline (CC) (:08) Extra (CC) 

90458044 6024262 


(:38) Married... With 

Children Al is elec¬ 
trocuted. (CC) 


(CC) 1835334 (:35) Late Show Actress Emily Watson, (:37) Late Late 

rap artist-actor L.L. Cool J. (CC) 97766131 Show (CC) 4681268 


NBC 

fDKARE 


FOX 

S)WFTC 


program. (CC) 


News 2824353 


person. 4711 Ipr oblem. 1792 colossal gaming debts. (R) 95353 
Nanny Fran qualifies Roseanne "D-l-V-O- Buffy the Vampire Slayer The gang pre- Angel Angel and Doyle encounter a de- Caroline in the City I Grace Und< 

for “Jeopardy!" 42042 R-C-E" (CC) 20082 vails upon Buffy s oppressive roommate to momc neurosurgeon with a penchant for (CC) 73247 Moving a gr 

__ move out. (R) (CC) 61137 _ terror. (R) (CC) 11995 _97976 

Treasures in Your Home: The World of Chicken Soup for the Soul (R) 51537 Touched by an Angel A bitter woman Diagnosis Murder A popular girl 

Collecting (CC) 34421 wants to close a group home for Down a murder suspect at a local high s 

syndrome patients. (CC) 37957 _ (CC) 40421 _ 

Nova "Electric Heart" Attempts to invent a On the Outside Looking In 8268 
reliable mechanical replacement for a fail¬ 
ing heart. (CC) 8024 


Newshour With Jim Lehrer (CC) 70082 


Newsnight Min- This Old House 

nesota2315 (CC) 402 


Jth- City Confidential “Ft. Lauderdale: Sin in Law & Order “Working Mom" (CC) 549614 Biography Tom Hanks Hollywood's 
|the Sun" (R) (CC) 799137 __ _ |Golden Boy^R) (CC) 847131 _ 

Fred Astaire. Audrey Hepburn. A photographer * * * * “Stagecoach" (1939. Western) John Wayne, Claire Trevor. Travelers embark 
nodel. (CC) (1 :43) 436889 _ on a perilous trip across the Southwest. (1 :36) 701605 __ 

(R) From Cradle to Grave “Kingdom of the I African Wildlife I Big Cat Diary (R) 

_ Lion" (R) 81792 _ Rescues 65266 [20315 __ 

BET Tonight News and interviews. (Live Midnight Love Mellow rhythm and blues. 
_ Phone-In) 470044 _ 733150 ___ 

he Drum Slowly" (1973, Drama) Robert De Niro. Michael Monarty. A |“Radio Flyer" (1:53) 
player struggles to complete the season. (1:36) 975334 _ 703650 _ 

C) | Courage-Dog I Cow and Chicken I Batman-Animated Dragon Ball Z 

[2635131 |2651179 _ Series 5407112 3097599 _ 

itry 7472266 Jammin’ Country Nonstop Country 

i I Daily Show 7066ll2|Win Ben Stein’s Saturday Night Live (CC) 5553228 


Inside the Actors Studio Sean Penn. (R) A * x “Radio Flyer" (1992, Drama) Eliji 
* 283570 __ fanciful escape from their stepfather. (1 i 

Scooby Doo Dexter’s Laborato- Courage-Dog I Cow and Chicker 

3 4737063 _ |ry 4728315 5665228 |4724599 

73 (4:00) Nonstop Country 2987792 Nonstop Country 6040841 

Daily Show (R) I Win Ben Stein’s Saturday Night Live Nathan Lane. Met 

48 1429150 _ [Money 1410402 lica. 9103150 _ 

44 Crime Stories (R) 3844632 _ Cops 1284808 [Cops 5561686 

Wild Discovery “The Whitetail Deer: On the Inside “Martial Arts" (R) 494745 

61 Woodland Survivors" (R) 946841 

Home Pro Installa- Men inToolbelts Your New House [Home Savvy Low 

_ tion of a sauna kit. Spiral staircase. (R) (R) maintenance deck 

Story Studio “Oh Real Kids. Real Ad- Jaws & Claws Hye- Crocodile Hunter's |Outward Bound 

_ Brother!" (R) _ ventures (R) nas. (R) _Croc RI 

Science Live! (R) Earth's Fury "Raging Rivers” 

_ rising water in a C olorado city 

Brink!” (1998. Adventure) Erik von Detten. An in-line skater 
3 deserts his pais to join a rival team. (CC) (1:40) 3500247 

TimonAPumbaa Tale Spin (CC) iDucktales (CC) 

39 (CC) 4740537 4731889 5661402 

Fashion Emer- Search Party Talk Soup 409421 

49 gency 142624 133976 

25_ Our Lady-Daily Mass 979179 __ Mother Angelica Live 999155 

. (5:00) * * “To Grandmother’s House * a “Christmas Every Day" (1996, Comedy) Robert Hays, Erik von Detten. A | Exploring the Unknown 781976 

_ We Go" (1992) (CC) (1:37) 400599 youngster is forced to relive multiple Chnstmases. (CC) (1:36) 591137 _ 

76^ Cooking Live 2964112 Emeril Live (R) 7850686 [Extreme Cuisine {East 5668315 

,, M‘A*S*H (CC) |M‘A*S*H “Fallen NYPD Blue “Don’t Kill the Messenger" X-Files “Trevor" Mulder and Scully track 
1267570 _ Idol" 1281150 (CC) 9097686 _ escaped convict. 9006334 _ 

Inquizition 7758402 Newlywed Game New Newlywed Family Feud Match Game All New Three’s a 

J_ 7772082 _ Game 7436686 7778266 _ 7445334 _ Crowd 7424841 

This Old House (R) New Yankee Work- Christmas Castles Surprise Gardener Room by Room (R) Decorating Cents 

9003808 _ I Shop 9087860 3102112 _ [9063044 _ 3111860 |3130995 _ 

As It Happened: Tragedy Over Locker- Spies of the Revolutionary War (CC) Niagara: A History of the Falls (R) (CC) 3084044 

bie "Pan Am Flight 103" 4745678 _ 3004808 

(5:30) A A “Cold Dog Soup'(1990) aaa "Heavenly Creatures" (1994, Drama) Melanie Lynskey,|(:45) * * “King of New Y< 

Randy Quaid, Frank Whaley (129) Kate Winslet, Sarah Parse. (1.39) _ A crime lord plots to consolx 

Intimate Portrait “Barbara Taylor Brad- Chicago Hope “Christmas Truce" (CC) [“Lying Eyes” (1996, Suspense) Cassidy Rae, Vin 

_ ford" (CC) 151711 _ 1798266 _ |teen's life is endangered after she ends a love affa 

71_ (*30) MTV Video Music Awards (R) (CC) 392599 [House 149841 JScarei 

, 4 Waltons The Last Ten Days" Waltons [Country Holidayat Walt Disney World [“Secret of Giving" (1999, Drama) Reba McEntire 

__ await Japanese surrender. 650228 (R) (CC) 760044 _ mysterious rider helps a woman regain her faith, (1 

Hey Arnold! (CC) [Rugrats(CC) Blue's Clues 462l79|Cousin Skeeter Mary Tyler Moore | Mary Tyler Moore I Mary 1 

_ 198082 189334 |(CC) 185518 448599 [450334 358537 

26 Avonlea 1081537 Snowy Rive? McGregor 6059599 Muppet Family Christmas6088247 Kenny 


Homicide: Life 4284599 
New Detectives “Broken Vows" (R) 


Interior Motives “First Impressions" Hi 

Changing front entran ces. (R) _ a 

mm PopSci Time-lapse B 

White water rafting. |photography. (R) ov 

Blast Masters: The Science of Explo- N< 

sion “Anatomy of an Explosion" (R) 

(:40) “Zenon: Girl of the 21st Century" (1999) Kirsten Storms. Ra 
raised on a space station gets down to Earth. (CC) (1:45) 60662792 

Bonkers (CC) AiaddinTCC) I Darkwing Duck lG, 

4720773 _ 5670150 _ |(CC) 5666957 54 

Mysteries & Scan- True Hollywood Story “Bob Guccione" Ye 
dais (R) 122860 (R) 360529 __ 

Joy of Music | Rosary 1785155 [M 


? Matters The Gadget Guru; dog Caprial’s Cafe Biba's Italian Carlo Cooks Italian Cucina Amore (R) 

15]__“Risotto" (R) Kitchen (R) Cheese crepes (R) 

theads-Pale- Acorn: The Nature Jim Henson's Ani- Jay Jay the Jet Pappyland (R) (CC) Salty’s Lighthouse 

W_ |Nut (R) _ mal Show (R) [plane _ |(R) _ 

Detectives “Soldier Stories" (R) Earth's Fury “Colliding Continents" (R) Blast Masters: The Science of Explo- 

_ sion Using bomb power constructively. 

e Fiction) Voice of Malcolm Mannheim Steam- Mickey Mouse Club 
30) 5005841 _ roller 105228 (R) 466976 

(CC) |Sonic the Hedge- ~~ Gadget Boy Blazing Dragons 

_ hog 2657353 5410686 |3093773 _ 

Howard Stem (R) Wild On Jules Asner heads to the 
272599 Mediterranean. (R) 897957 _ 

Joy of Music (R) The Father s Gift (R) 845773 _ 

784063 I Who’s the Boss? Random Acts of 

145727 _ Comedy 303247 

Extreme Cuisine East 3095131 

X-Files “Milagro" (CC) 7416860 


2648605 


_ Celebrity Dish 7849570 Emeril Live (R) 7859957 

Mamed... With "[Married... With XShow (R) (CC) 9096957 
6697808 5209150 

Burt Luddin’s Love SlOO.OOO Pyramid Inquizition 7268082 Newlywed Game 

_ Buffet 5036063 1079792 7244402 

i White H. Cities Modem Masters 

4125150 1831150 


New Newlywed Family Feud 

_ Game 5048808 8916860 

Christmas Castles [Surprise Gardener [Room by Room (R) Decorating Cents 

(R) 6436247 |(R) 6445995 4137995 _| (R) 8093686 

Save Our History “Dear Home: Letters Spies of the Revolutionary War (R) (CC) 

From W orld War II" (R) 3QQ3179 5238518 _ 

en,"Larry Fishburne | A * * “Vernon, Florida" (1981, Docu- |(:45) "Heavenly 
_mentary) (1:12) Creatures " (1:39) 

Golden Girls (CC) Golden Girts (CC) Designing Women Unsolved Myster- 

426537 _ [402957 _ (CC) 745781 let 879131 

Loveline (R) 782605 UltraSnd 945709 Ultra Sound 

Dallas “Vengeance" (CC) 769315 Dukes of Hazzard The Big Heist" (CC) 

542860 

e Mary Tyler Moore Mary Tyler Moore [Mary Tyler Moore Mary Tyler Moore |Mary Tyler Moore' 

_ 956228 _ 242537 228957 353082 125421 _ 

071711 | Lonesome Dove S eries 6041570 Young Rider s 7056976 _ . 

(:40) A As "Mommie Dearest” (1981, Drama) Faye Dunaway, Steve Forrest. Diana Scarwid A daughter's 
[view of screen star Joan Crawford’s life. (CC) (2:09) 66468131 __ 

jr X" (CC) 7872808 TPoitergeist: Trie Legacy “Doppleganger" | Friday the 13th: The Series The TreToT 

_ (CC) 78 75995 Life" (CC) 4127315 _ 

(Live) ( CC) 1739995 - 

j(:45) F igure Ska ting Vail Festival. (R) 3143 315 pRumrinpcared 

5C »ety" (1956, Musical) Bing Crosby, Grace Kelly. A woman thinks | * * * * "The Shop Around"the Comer" 
pcommg society marriage (CC) (1:47) 9957247 __ (1940) (CC) (1:37) 6159112 __ 

>rug-'nduced heart at- [Trauma: Life in the ER The Frontier" (R) Paramedics “Rush Hour" (R) 544228 
_ 787711 

Inside the NBA A A * “Every Which toy 


(1978, Comedy) Clint Eastwood. Sondri 
irsue the girl they love (1:59) 401131 

Trad 5013112 | Taxi 8921792 


_ (CC) 67171 1 Locke. A man and his orangutan 

the Family Maude 1084624 Sanford and Son Hitchcock 

n Impacto: Ed icion Noctuma Primer Impacto Noticiero I 

efighters work overtime to stop a Walker, Texas Ranger “A Shadow in the 

_ | Night" (CC) 620266 _ 

brings together two lovers. (3:20) 858518 [Behind the Music 

(CC) 853353 “ TMacGyvef The Heist" 823112 


(CC) 511179 


Silk Stalkings “Compulsion" (R) (CC) 

) 292773 |VH1 Rock (H)~ 

In the Heat of the Night 186228 


List (R) 115570 


139150 


951334 

| Caroline 942686 £ 
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NEWS CHANNELS 


CNBC 

CNNl 


CNNF 


CSPAN 


CSPAN2 


MSNBC 


SPORTS CHANNELS 


ESPN 


ESPN2 


PREMIUM CHANNELS 


SHOW 


SHOW2 


STARZ! 


HB02 


SHOW2 


HB02 


BRAVO 


SHOW2 


STARZ! 


Hardball 5838808 Rivera Live 5814228 News With Brian Williams 5827792 Hardball (R) 5837179 

World Today 603599 Larry King Live (CC) 612247 Newsstand 625711 Sports 877247 

Business Unusual Biz Buzz (R) |Entrepreneurs Moneyline Nws [Business Unusual Digital Jam (R) 

Prime Time Public Affairs 160781 American Presidents: Life Portraits A profile of Andrew Jackson. (R) 249353 [ 

Prime Time Public Affairs " I Prime Time Public A 

O'Reilly Factor (CC) I Hannity & Colmes (CC) I Edge (CC) O’Reilly Factor (R) (( 


43 Business Center 
40 Moneyline Nws 
46 |Moneyline Nws 
T American Pres. 

18~ (4:00) Public Affairs 
42~ Fox Report (CC) 


Upfront Tonight 
Crossfire (CC) 
Digital Jam 
Public 148808 


Rivera Live (R) 4280773 

Larry King Live (R) (CC) 485315 

(OffAlrj 

American Presidents 230605 


Affairs 270131 


Brian Williams (CC) 


College Basketball Jimmy V Classic -- Indiana vs. North Carolina. From East Ruther 
ford. N.J. (Live) 437518 

NFL 2Night (CC) iNFL's Greatest IX 2Dav 5823976 
5572792 _ 5563044 

Sports Challenge Sports Chalk 

3553266 _ 3544518 

ESPNews Sportscenter 


From East Rutherford. N.J. (Live) 174860 


Sportscenter (CC) 50 Greatest Ath- 

602995 letes 795044 

tout) (Live) (CC) NHL 2Night (CC) 

_ 7482150 

Sports Challenge Championship C 

5827082 

ESPNews ESPNews 


50 Greatest Ath¬ 
letes 576131 

NBA 2Night (CC) 

8611402 
e 5234792 


NHL Hockey St. Louis Blues at Phoenix Coyotes. From the America West Arena in Phoenix. (Sub 
1728889 ___ 

Gene Fullmer vs. Sugar Ray Robinson - I Muhammad Ali: The Young Champion I Sports Ct 

•IV 3086402 3006266 5818334 

ESPNews 


Championship Chase 3000082 


ESPNews 


ESPNews 


Golfer's Travels 

8595518 _ 

Pete Newell Challer 


ights 1998 9114266 Profiles of a Pro 

_ [7071044 

vs. Stanford. From Oakland, Calif. (Live) 


Golf Academy Golfer's Travels Golfer’s Travels 

7080792 _ |4575773 _ [9923131 _ 

College Basketball Pete Newell Challenge - California vs. 
Gonzaga From Oakland, Calif. (Live) 672860 _ 

Harp Seals-Search Global Family (R) I Safari (R) 9932889 
7082150 _ 4577131 _ 

Motorcyclist (R) Snowmobiler Tele- Snowcross Televi- 

7082150 vision 4577131 sion 9932889 


Workshop 1425334 Golf Academy Live Scheduled: Patti V 

Gowan. (R) 9118082 


Golf Academy 

1434082 

Football News 

399570 


8509711 


313150 




1423976 


8592421 

Snowmobiler Tele¬ 
vision 8592421 


1427792 


man 1403112 

American Thunder | Motorcyclist 

1427792 


Id Supercross 

9116624 


cles season. 9196860 




1403112 


“My Boyfriend's Back" (1993) Andrew Lowery. After a plan (:40) * * »"Mommie Dearest" (1981, Drama) Faye Dunaway, Steve Forrest, Diana Scarwid. Based on (10:55) * ★ “Nate and Hayes" (1983, 
mpress the girl of his dreams fatally backfires, an infatuated Christina Crawford's book about the alleged abuse she suffered by her adoptive mother, actress Joan Craw- Adventure) Tommy Lee Jones, Michael 

m-aqer returns from the grave. (1:24) 4613624 ford. ‘PG‘ (Adult language, mild violence) (CC) (2:09) 44950353 O’Keefe. ‘ PG’ (1:40) 40229547 _ 

* “In Dreams" (1999) Annette Bening. A children’s book il- (:45) Unitas The career of pro football player Johnny Unitas, as * * s “Diplomatic Siege" (1999, Action) Tom Berenger, Daryl |(:35) “A Low Dowi 

trator slowly descends into madness as her nightmares take well as his life off the field. (R) (CC) 61488599 Hannah, Peter Weller. ‘R’ (Adult language, violence) (1:30) Dirty Shame’’ ‘R’ 

mol of her life. ‘R’ (CC) (1:44) 3683976 _J__ 1075228 ___ 1(1:40)31322131 

“ Nelson, Dee Henmgan, Gary Carter, * * % “Turner & Hooch" (1989. Comedy) Tom Hanks, Mare l(:45) Chris Rock (:15) *** “Always Outnumbered" (1998. Drama) Laurence Rshburne, Bill Cobb 
teacher and a Ngh-school secretary Winmngham, Craig T. Nelson. ‘PG’ (Adult language, violence) Jay-Z (CC) 4607518 Natalie Cole. A reforming criminal attempts to overcome his violent past and hopes t< 

059686 _ (CC) (1:40) 9863570 __ begin a peaceful new life in LA ’R’ (CC) (1:48) 52004082 _ 

iF'Sprung" (1997, Comedy) Tisha Campbell, Rusty Cundieff. A couple's respective! * ** The Getaway" (1994, Drama) Alec Baldwin, Kim Basinger James Woods. A “Random Encounter" (1998, Suspense 
5 t friends join forces in a misguided attempt to break up their hot-and-heavy ro- hired gun and his wife head for the border when a mobster betrays them during an at- Elizabeth Berkley, Joel Wyner, Barry Flat 
mce. ‘R’ (Adult language, adult situations) (CC) (1:45) 896709 tempted heist. ‘NR’ (CC) (1:56) 779131 man. ‘NR ’(CC) (1:29) 9749976 

op Life (R) 605957 I Beggars and Choosers The Dea r Rob Rude Awakening I Line's 'Real Time* Robert Townsend on Sex in the 20th Century: From Behind I Gregory Nava- 

laces media scrutiny. (R) (CC) 614605 “Slakula" (R) 976957 (R) (CC) 590686 Closed Doors (R) (CC) 6102773 Amer. Dream 

8 2943402 

th Branagh, Madeleine Stowe. Many Hoop Life 4934773 * * “Senseless" (1998) Marlon Wayans. A college student be-1(:35) * * ★ "Jeffrey" (1995) Steven Weber. A gay man’s vow 

in 1930s Boston hire a young man to comes a human guinea pig when he takes an expenmental drug of celibacy is sorely tested when he meets the perfect mate - 

>0) 4933044 that heightens the senses R’ (133) 8116995 _w ho happens to be HIV-positive. (1:32) 24687808 _ 

urtain Call” (1998) James Spader. A book publisher and his 1(:40) * * * “Jackie Brown” (1997, Drama) Pam Grier. Samuel L. Jackson, Robert Forster. A plucky flight |(:15) “Alien” (1979, Science F» 
friend discover that their new home is haunted by the ghosts attendant and a middle-aged bail bondsman turn the tables on a ruthless arms dealer and the FBI. R’ (Adult tion) Tom Skemtt. Sigourney Weaver. ’R’ 
two actors. ‘PG-13’ (1 34) 8835044 language, adult situations, mild violence) (CC) (2:35) 69264995 (CC) (1:57) 9261247_ 

ma) Billy Bob Thornton, Hank Azana. | “Blood Money" (CC) 1042315 |(:40) Champions” (1996, Action) Ken Shamrock, Louis Mandyfor. Danny Trejo. A for-](:20) * * “Dead 

mer gladiator returns to the sport of extreme fighting in order to face the man who On: Relentless II” 
_ IkMsd MS brother. W (139) 82307082 __1(1:33) 36086334 

Latenight Movies 


IT (1:41) 85464711 


Tuesday's 


Tuesday’s Best Bets 


Hannity & Colmes (CC) 

Edge (CC) 

O'Reilly Factor (R) (CC) 

News With Brian Williams (CC) 

Headliners & Legends 

Soecial 

22 E 

(R) 


zel Washington and Meg Ryan are 
among the famous faces interviewed 
for this 1997 profile. 

Radio City; The Story 
Behind the Showplace 

7 P.M. ON AMC 

Lauren Bacall hosts a journey 
through the storied past of New York’s 
most famous theater, Radio City Mu¬ 
sic Hall, which recently reopened af¬ 
ter a major face lift. The hour features 
rare footage of the hall’s first opening 
and interviews with designers and 
performers, including the Rockettes. 

3rd Rock From the Sun 

7:30 P.M. ON NBC 

In the encore of “Dick for Tat,” Dick 
(John Lithgow) is horrified to learn 
that Mary (Jane Curtin) once had a 


fling with his rival, Strudwick (Ron 
West). Even though it happened be¬ 
fore he met her, he feels compelled to 
get even by doing likewise with Strud- 
wick’s wife (Kim Johnston Ulrich, 
“Passions”). 

Sports Night 

8:30 P.M. ON ABC 

In “The Reunion,” the holiday spir¬ 
it works in strange and mysterious 
ways among the “Sports Night” staff, 
especially on Dan (Josh Charles), who 
has the urge to go to church despite 
the fact that he’s Jewish. In the spirit 
of “good will to men,” Dana (Felicity 
Huffman) attempts to forgive her 
brother for using steroids. Casey (Pe¬ 
ter Krause) racks his brains to please 
Isaac (Robert Guillaume) in die se¬ 
cret Santa gift exchange. 


TUESDAY EVENING 

6:30 


SHOW 


TMC 


ENC 


STAR?' 


MAX 


HB02 


Spin City 

7 P.M. ON ABC 

In “Christmas 1999,” Mike 
(Michael J. Fox) is ready to party like 
it’s — well, you know. But when he in¬ 
vites Caitlin (Heather Locklear) to his 
Christmas bash and she actually ac¬ 
cepts, he sees a chance for romance 
and uninvites the other guests. Then 
Caitlin shows up with another guy in 
tow, and Mike has to find a houseful of 
guests ... fast. Bariy Bostwick also 
stars. 


Just Shoot Me 

7 P.M. ON NBC 

Kelsey Grammer narrates a de¬ 
lightful spoof of Dr. Seuss’ Grinch sto¬ 
ry, with Dennis (David Spade) as the 
Santa-suited seasonal saboteur who 
tries to ruin Christmas for the Whos 


— er, his co-workers — when he sees 
the gift he’s getting from them. “How 
the Finch Stole Christmas” also in¬ 
cludes a nod to “A Charlie Brown 
Christmas,” with Elliott (Enrico 
Colantoni) as custodian of the little 
tree that could, and to recent toy 
crazes, as Jack (George Segal) buys 
out the city’s whole supply of the 
year’s hottest doll. 


Biography 

7 P.M. ON A&E 

The encore of “Tom Hanks: Holly¬ 
wood’s Golden Boy” profiles the hot 
young actor who has certainly come a 
long way from “Bosom Buddies.” He 
won an impressive two best actor Os¬ 
cars in a row for “Philadelphia” and 
“Forrest Gump” and another nomina¬ 
tion for “Saving Private Ryan.” Den¬ 


David Spade 

JUST SHOOT ME 


December 21,1999 

11:30 


PLEX 


IrSjr. 


PLEX 


SHOW 


SHOW2 


TMC 


STARZ 


ENC 


B - Bresnan A - Astound 


ESPNC 


ESPNN 


GOLF 


MSC 


OUT 


SPEED 


HB02 


TMC 


ENC 


TMC 


PLEX 


HB02 


SHOW 


TMC 
































































































iROADCAST CHANNELS 


CABLE CHANNELS 


CART 


CMTV 


COMD 


COURT 


DISCH 


DISCK 


DISCS 


DISNT 


EWTN 


FOOD 


GAME 


HGTV 


NASH 


ODSY 


PLEX 


SCIFI 


D C 


_ December 19 - 25,1999 

December 22,1999 


16F St. Cloud Times 


WEDNESDAY EVENING 


B - Bresnan A - Astound 


(CC) 5211071 (:37) Nightline (CC) (:08) Extra (CC) (:38) Married... With 

904257 16 4561434 Children Al is elec¬ 

trocuted. (CC) 

__ 6636716 _ 

(CC) 1802006 (:35) Late Show Actress Hallie Eisenberg, (:37) Late Late 

sportscaster Marv Albert. (CC) 97733803 Show (CC) 2481880 


Drew Carey 'Drew Norm Norm puts his 2 ( 
Dates a Senior” dog out for stud. (R) 
Drew takes a night (CC) 4377 
class. (R) 2342 _|_ 

★ ★ * “The Christmas Wish*’ (1998. Drama) 
Naomi Watts. At his grandmother's request, a 
ous woman named in his late grandfather's di 


Two Guys and a It s Like, You 
Girl 'A New Hope' Know... Arthur's 
Johnny wants an an- younger woman. 
swer. (R) 9822 (CC) 2261 

Cosby “One for the King of Queens 
Books' Ruth and ‘Assaulted Nuts' 

Pauline buy a book- Doug's stapler 
store. 2272 | mishap. (R) 919 

NBA Basketball Minnesota Timberwolves at 


Patrick Harris, Debbie Reynolds, 
ng man goes in search of a myst< 
(CC) (137) 8667 


CBS 

IWCCO 4 


(:35) Cheers Woody (:05) Tonight Show Actress Winona Ry- 
goes to work for an- der, music group Sixpence None the Rich 
other bar. 3993261 er. (CC) 24930551 


(Live) 419822 


Center in 


2886193 


(Qkare ii 


Beverly Hills, 90210 "Nine Yolks Whipped 'Get Real “Denial" Mitch rediscovers Jew- I Frasier Frasier Newsradio 'Bill 3rd Rock From the Frasier The Good Newsradio Dave Unhappily Ever Af- 

Lightly" Janet and Steve try to make their ish roots; Cameron and Kenny work at a agrees to work on Moves On" Bill dies Sun Dick is smitten. Son" Frasier’s father has a bad day with ter Teacher’s Pet" 

baby’s first Christmas special. (CC) 27174 Christmas tree lot (CC) 36822 Christmas. (CC) from a heart attack. (Part 1 of 3) (CC) moves in with him. the staff. (CC) 67349 Ryan works for 

_ 98174 [ 78629 _ 68754_ 44174 _ ROSS. 81006 

7 Days ‘The Football’Parker must go Star Trek: Voyager '11:59" Janeway re- News 34822 News 2891025 |(:35) Drew Carey (:05) Mad About (:35) Star Trek: Voy 

back in time to prevent Armageddon. (R) calls her ancestor who helped build Millen- (CC) 3908193 You “Breastfeeding" ager Tattoo" (CC) 

(CC) 45938 _ nium Gate on Earth. (R) 21358 __J_ 7695613 _ 9800613 _ 

Dawson’s Creek “Homecoming’Dawson Roswell The bond between Liz and Max Caroline in the City I Grace Under Fire Jerry Springer (CC) 44803 Roseanne “Santa Nanny The Bobbie 

and Eve become the unintentional stars of deepens; Michael is obsessed with an Annie’s first gig. Former in-laws visit Claus" (CC) 11087 Flekman Story" (CC 

a pep rally film. (R) 45532 alien from 1959. (R) (CC) 54280 (CC) 36342 Grace. 92261 

Twice in a Lifetime “Double Exposure" A Touched by an Angel “Inherit the Wind" Diagnosis Murder Mark investigates a (:05) It's a Miracle Wild horseback ride 

wealthy but aimless woman gets a second The Angel of Restoration helps a man re- racing team when one of the drivers is helps woman make rare early diagnosis of 

chance at life. (R) 48782_ gain his faith. (CC) 89990 _ [murdered. (CC) 99434 _ ovarian cancer. (R) 78804209 _ 

Antiques Road- Frontline ‘From Jesus to Christ: The First Christians’ ‘Let the Reader Understand" 'Keeping Up Ap- As Time Goes By I Mystery! ‘Heat of the Sun’ “Hide in Plain 

show (CC) 551 The impact of the Gospels. (Part 3 of 4) (CC) 5311 pearances 80551 93071 Sight* Tyburn investigates a mission- 

school murder in Nairobi. 12349 


©WFTC 12 


Paid Program 34174 


IN0 

GDkpxm 


nesota 


Biography John F. Kennedy Jr.; Child of a Investigative Reports “In Search of the American Justice "Murder in the Family’ Law & Order “Savior" (CC) 633396 Biography “John F. Kennedy Jr.; Child of a 

Dream" (CC) 634025 _ [Kouprey" (CC) 610445 _ (R) 630209 __ Dream" (R) (CC) 490803 _ 

* * * “Donovan’s Reef” (1963, Comedy) John Wayne, Lee Marvin. Dorothy Lamour. *** “What Price Glory?” (1952, Comedy) James Cagney, Dan Dailey, Corrine *** “HoteT (1967) Rod Taylor. Cather- 

A man’s life is disrupted by the arrival of his daughter. (1 ;49) 852629 _ Calvert. A volatile captain and a sergeant dash in World War I. (151) 763272 _ me Spaak. (CC) (2:04) 8065209 _ 

From Cradle to Grave “Great Bears" (R) [Crocodile Hunter (CC) 34464 Emergency Vets (R)|Wild Rescues (R) [From Cradle to Grave “Great Bears’ (R) Crocodile Hunter (CC) 19272 

25716 __ (CC) 96716 [96071 _24087_ 

Sparks (CC) 4250251 Amen 148464 Comicview 984303 Live From LA 889759 BET Tonight News and interviews (Live Midnight Love Mellow rhythm and blues 

____ Phone-In) 639236 _ 386822 __ 

(5:30) Inside the Actors Studio Anjelica "Marriage Italian Style” (1964) Sophia Loren, Marcello Mastroianni. A mis- Smack the Pony I Awful Truth (R) * * * * "Marriage Italian Style” (1964) Sophia Loren, Marcello Mastroianni. A mis- 

59 Huston. (R) 895396 _ tress tricks her lover of 22 years into marriage. (Subtitled) (1.42) 739990 _ 768377 _ 855377 _ tress tricks her lover of 22 years into mamage (Subtitled) (1:42) 759629 _ 

Scooby Doo Dexter's Laborato- Powerpuff Girls I Cow and ChicKen (:10) Bugs & Daffy 15350254 Tom and Jerry Flintstones (CC) Powerpuff Girls I Cow and Chicken ’Batman-Animated |Dragon Bali Z 

37 4704735 ry 4795087 5552700 4611071 5402667 2961025 2602803 2611551 Series 5301984 3984071 

73 (4:30) Nonstop Country 2955193 Nonstop Country Big Ticket Dixie Chicks. 6026261 Delivery Room I Nonstop Country 7449938 Jammin’ Country Nonstop Country 

~~ Daily Show (R) [Win Ben Stein’s * * * “Just One of the Guys" (1985, Comedy) Joyce Hyser. Clayton Rohner. A high- South Park (R) Man Show (CC) 1 Daily Show 7960984 [Win Ben Stein's Saturday Night Live Patrick Stewart. 

48 1496822 Money 1487174 school student poses as a boy to enter a contest. (1:40) 5524716 (CC) 4565396 8975551 Money 7042532 5440700 

44 " Crime Stories (R) 7149844 Cops 1244280 [Cops 5538358 [Homicide: Life 5801754 _ Crime Stories (R) 5881990 _Cops 4535445 Pros and Cons homicide Life 4171071 ” 

~ Wild Discovery ‘Alaska - The Wilderness On the Inside “Real LAPD" “Super Cop" Science of Christmas 625377 Raging Planet "Blizzard* Snow can turn On the Inside ‘Real LAPD" “Super Cop’ Science of Christmas (R) 405735 

32 Frontier" (R) 426613 (R) 616629 deadly. (R) 532613 (R) 535700 

Home Pro The [Men in Toolbelts Your New House [Home Savvy (R) Interior Motives “Wake Up Your Windows" Home Matters A baby shower; Texas-style Caprial's Cafe Pan- IBiba's Italian 

102 Safe Home" (R) (R)_ Hand-painted tiles. _ Windows. (R) _ barbecuing. (R) _ fried ravioli. _Kitchen (R) 

“ Story Studio Edwin Real Kids, Real Ad- Jaws & Claws ’Jaw- Crocodile Hunter’s Outward Bound PopSd (R) Boneheads-Pale- I Acorn: The Nature Jim Henson's Ani- Jay Jay the Jet 

101 poses as a punk. ventures (R) some Crocs’ Croc Files (R)_ “Hard Rock Cafe" _ oworld Nut Tiger beetles. malShow(R) Plane 

Understanding Television R ’ Science Live’ Blast Masters: The Science of Explo- New Detectives “Case Studies in Foren- Earth’s Fury (R) 

100 sion “On Active Duty" (R) sic Science’“Dead Men Do Talk’ | 

“ “The Thirteenth Year” (1999) Chez Starbuck. A youngster un- |(:35) * * K “Ernest Saves Christmas" (1988, Comedy) Jim (:15) * * “Troop Beverly Hills” (1989, Comedy) Shelley Long, Craig T. Nelson. A Zorro (CC) 765280 
3 dergoes a "fishy" transformation. (CC) (1:30) 3567532 Varney, Douglas Seale. (CC) (1:26)21446700 socialite leads a group of rich Wilderness Girls. (CC)(1:45) 64523483 

~ Timon & Pumbaa ITale Spin (CC) Ducktales (CC) Bonkers (CC) Aladdin (CC) iDarkwing Duck Gargoyles (CCi Gargoyles (CC) I MightyDucks (CC) |$onic the Hedge- Gadget Boy " 

39 (CC) 4717209 4791261 5638174 4797445 _ 5647822 _ |(CC) 5633629 5302613 _ 2861071 2615377 hog 2624025 5487358 

Fashion Emer- Search Party Talk Soup 538993 Mysteries & Scan- True Hollywood Story “Hulk Hogan" (R) Celebrity Profile‘Jim Carrey’Actor-comic Howard Stem Howard Stem (R) Wild On “Wild on V 

49 gency 779358 793938 dais (R) 782822 580071 Jim Carrey. (R) 673735 743613 825261 

2s" Our Lady-Daily Mass 515551 Mother Angelica Live 632667 Joy of Music |Rosary 5080367 Joseph:The Man Closest to Christ (R) 904396 Joy of Music (R) OuF Lady-DaiIy~M 

~ (5:00) “Richie Rich's Christmas Wish” * A “Clarence” (1990, Comedy) Robert Carradine, Kate Trotter. A guardian angel Christmas Miracles (R) 341938 [700 Club (CC) 344025 IWhoiThe Boss? 

33 (1998) David Gallagher. (154) 973071 gets a second chance to earn his wings. (137) 692209 _ 

76" Cooking Live 2868984 Emeril Kicks Up 7827358 [Good Eats(R) [HotOff 5635087 Martha s Holiday Kitchen 7743342 

“ M*A*S*H “Images" [M’A’S’H ‘Dear Dad" NYPD Blue "The One That Got Away X-Files Milagro" (CC) 9073006 j Married... With Mamed . Wit 

55 (CC) 1161342 1258822 _ (CC) 9064358 _ 

Inquizition 7725174 Newly wed Game New Newlywed Family Feud 

J_ 7749754 . Game 7403358 7745938 

This Old House (R) New Yankee Work- Christmas Castles Appraisal Fair 

75 9063280 _ [shop 9054532 3006984 _ [9050716 

(5730fShort History of Ireland (R) Christmas Unwrapped: The History 

45 2712700 Christmas (R) 3064280 

(5:00) * * % “Thirty-Two Short Films * ♦ The Plague” (1992, Drama) W 

60 About Gl enn Gould” (1993) (133) _ quarantines a city when a plague bre 

Intimate Portrait "Ally Sheedv Actress Chicago Hope On Golden Pons’ (C 

51 Ally Sheedy. (R) (CC) 704483 _ 245700 _ 

71 Mod el 447551 | Model 438803 Fashionably Loud V (R) 343396 

~ Waltons Ben returns home with plans to * A * The Gathering” (1977, Drar 

74 study engineering. (CC) 123700 man tries to bring together his estrar 

~ Hey Arnold' CCi [Rugrats(CC) Deeds of Eddie "Rocket Power 

34 725716 7493% 919613 738280 


Law & Order ‘Computer Virus’ (CC) 
524209 

(5:00) * * The Bedford Incident” 

(1965) Sidney Poitier (1.42) 157071 
Planet's Funniest Aquanauts (R) 

Animals 83700 70280 _ 

Hits From the Street 914629 


Comicview 984303 


Carlo Cooks Italian Cucina Amore (R) 

(R)_ 

Pappyland Turtle Salty’s Lighthouse 

Lou tells a lie. (R) Salty feels left out. 

Bomb Detectives (R) 


New Newlywed Family Feud 

Game 5008280 8983532 _ 

Treasure Makers Design Basics (R 

(R)4104667 18060358 _ 

Christmas Unwrapped: The History of 
Christmas (R) 5298990 


mHown car salesman. (2:10) _ ror) Martin Sheen, Helen Shaver. (1:54) 

Golden Girts (CC) Golden Girls (CC) Designing Women Unsolved Myster 

464939 _ 464759 _(CC) 691445 les 439193 

Daria (R) 169367 Daria (R) 864975 Dana (R) 513613 Daria (R) 954551 

Dallas Blackmail" (uj) 329377 bukes of Hazzard Cooler borrows the 

__ president’s limousine. (CC) 716764 

Mary Tyler Moore Mary Tyler Moore Mary Tyler Moore [Mary Tyler Moore 

895209 _ 871629 980716 |778193 

Lonesome Dove: Series 6945342 lYoung'Riders Spies’7023648 
iTsondra Locke A |(:20) * * “Best of the’BadmefT (1951. Western) Robert 


7405716 

Tales From the 
Crypt 5550342 

Behind 1153984 


Tales From the Tales From the 

Crypt 4702377 Crypt 4793629 

14 00) Praise the Lord 4812754 


(5:00) *** "All Mine to Give” (1957 
Drama) Gl yms Johns. (142) 6498087 

Trauma: Ufa in the ER "One for the 
Road" (R) 221396 

ER "Homeless for the Holidays’ (CC) 


The Bob 


Taxi 7721358 


axi 7730006 


s Funhouse (R) 7014990 


Pilot Error" (CC) 137533 


Silk Staikings “Black & Blue" (R) (CC) 
715795 

enesis" 852735 [VH1 Rock (R) “ 
In the Heat of the Night 659700 


Chamberlain. (1:40) 733716 


yver 480087 


ne 595358 * x "King Solomon’s 


News (CC) 2025 

News (CC) 3377 

News (CC) 483 

Wheel of Fortune 

(CC) 735 

News 9193 

Entertainment To¬ 
night (CC) 5795 

Seinfeld “The Foun¬ 
dation" George is 
ready to move on. 
65358 

Hollywood Squares 

(CC) 89938 

Friends Monica 
breaks up with her 
boyfriend. 4025 

Friends Phoebe 
finds meaning in a 
stray cat. 5377 

Nanny Fran shares 
an apartment with 

Val. (CC) 72025 

Roseanne "Lan¬ 
guage Lessons" 

(CC) 63377 

Treasures in Your Home: The World of 
Collecting (CC) 37358 

Newshour With Jim Lehrer (CC) 43777 
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Wednesday’s Best Bets 


St. Cloud Times 17F 


f P.M. ON CBS 

[ Hilton and Pauline’s (Bill Cosby, 
Madeline Kahn) friend Max (Chip 
feien), proprietor of a struggling book¬ 
store, announces he’s seriously consid¬ 
ering a fried chicken franchise’s offer 
to buy him out. The thought of losing 
poetiy to poultry has Pauline and 
Ruth (Phylicia Rashad) crying “foul.” 
Their two-birds-with-one-stone solu¬ 
tion is to annex the store, thereby 
keeping a competing eatery out and 
bringing some culture to the cafe. 


tie one is a bit young yet to appreciate 
it. But the ongoing tension between 
the couple and Janet’s parents (James 
Shigeta, Leslie Ishii) is a Grinch that 
threatens to scuttle their good inten¬ 
tions. 


Beverly Hills, 90210 

7 P.M. ON FOX 

New parents Steve and Janet (Ian 
Ziering, Lindsay Price) are going all 
out to create a special first Christmas 
for their baby — even though the lit- 


Adventures in Time: The National 
Geographic Millennium Special 

7 P.M. ON NBC 

Starting millions of years in the 
past and finishing up five decades 
into the future, this is the most ambi¬ 
tious “National Geographic” special 
ever. Lavishly illustrated with footage 
from the “Geographic” film vault and 
packed with an incredible array of fun 
facts, it traces the world’s history and 
ours, ending with some interesting 
speculations on the future of human 
evolution. John Lithgow narrates. 



Movie: The Christmas Wish 

8 P.M. ON CBS 

When a young man returns to his 
hometown to revitalize his deceased 
grandfather’s business, he gets an un¬ 
usual request from his grandmother: 
Find out the identity of Lillian, the 
mysterious woman mentioned in her 
late husband’s journals. His search 
leads him to a new knowledge of him¬ 
self — and his family. 


of the Kouprey” follows an expeditiqp 
from Cambodia’s Wildlife Protection 
Office into one of the country’s re¬ 
motest areas, hoping for at least a 
passing glimpse of the great beast. 


John Lithgow 

ADVENTURES IN TIME 


Investigative Reports 

8 PM. ON A&E 

At 2,000 pounds, you’d think the 
kouprey — a Cambodian wild ox — 
would be easy to find. But no scientist 
has gotten a close-up look at one in 40 
years. It’s one of Earth’s most elusive 
animals, and it lives in one of the 
East’s most secretive lands. “In Search 


The Science of Christmas 

8 P.M. ON DISC 

Hard science lightened by a 
healthy helping of whimsy is used to 
tackle those hard-to-answer questions 
about this magical season. The proper 
temperature for candy canes and an 
astronomical explanation for the Star 
of Bethlehem are revealed, and par¬ 
ents are given some much-needed 
data about Santa. The special is based 
on Roger Highfield’s book “The 
Physics of Christmas: From the Aero¬ 
dynamics of Reindeer to the Thermo¬ 
dynamics of Turkey.” 


WEDNESDAY EVENING 


B - Bresnan A - Astound 


December 22,1999 


B A 


6:00 


6:30 


7:00 


7:30 


8:00 


8:30 


9:00 


9:30 


10:00 


10:30 


11:00 


11:30 


NEWS CHANNELS 


CNBC 


CNN 


CNNF 


CSPAN 


CSPAN2 
FNC 
MSNBC ) fi 


43 I Business Center 


Moneyline Nws 


Moneyline Nws 


American Pres. 


18 (4:00) Public Affairs 


2 Fox Report (CC) 


Upfront Tonight 


Crossfire (CC) 


Digital Jam 


Public 695342 



Hardball 5898280 


World Today 256261 


Business Unusual 


Prime Time Public Affairs 682483 


Prime Time Public Affairs 


O'Reilly Factor (CC) _ 


Special Edition 


Rivera Live 5701700 


Larry King Live (CC) 272209 


Entrepreneurs 


American 



News With Brian Williams 5894464 

Hardball (R) 5897551 I 

Rivera Live (R) 4257445 

Newsstand 252445 

Sports 420919 

Moneyline (R) 

Larry King Live (R) (CC) 442657 

Moneyline Nws 

Pinnacle 

Digital Jam (R) 

(Off Air) 


Hannity & Colmes (CC) 


News With Brian Williams (CC) 


Edge (CC) 


Headliners & Legends 


Prime Time Public Affairs 


O’Reilly Factor (R) (CC) 


Special Edition (R) 


Special Report (R) 


News With Brian Williams (CC) 


29 62 


Sportscenter’s Games of the Year - NFL 2Night Pro Bowl Selection (CC) 

1999 988483 992071_ 


College 


SPORTS CHANNELS 


Cincinnati at Oklahoma. (Live) 418385 




Bowl Gamenight College Football Mobile Bowl -- East Carolina vs. Texas Christian. From Mobile. Ala. (Live) (CC) 6250993 
5549464 _ 


Sports Challenge Sports Challenge 50 Greatest Ath- 50 Greatest Ath- Georgia Tech at Virginia 3057990 

3520938 3504990 letes 5395716_letes 3500174_ 


ESPNews [Sportscenter ESPNews ESPNews ESPNews ESPNews 


Sportscenter (CC) 991342 


NFL's Greatest 

4533087 


Sports Challenge 


ESPNews 



ESPNews 


NHL 2Night (CC) 
4542735 


Sports Challenge 

5894754 


ESPNews 


College Basketball Texas at Utah. (Live) 
194483 


NBA 2Night (CC) 
7459822 


50 Greatest Ath¬ 
letes 9121957 


ESPNews 




Golf Academy 

1401754 


Football News 

879342 


Great Outdoors- 

man 1307984 


Sport Aviation 

1307984 


Workshop 1492006 Golf Academy Live Scheduled: golf in- Golf Academy 

structor Cindy Reid. (R) 9185754_ 8576483 


Sports Show (R) College Basketball Central Michigan at Purdue. (Live) 916 
966822 _ 


Wild. Camper Adventure Quest (R) 9081984 Danger Zone 

1494464 8472613 

Air Combat 1494464 Air Show World 9081984 Ship Shape 

8472613 


Workshop 8555990 Big Three Palmer vs. Player vs. Nicklaus. Profiles of a Pro Golf Academy 

9181938 7048716 7057464 


Goin' Deep (R) 317532 FOX Sports News 606938 


Golfer's Travels 

4542445 


NFL's Greatest 

8688174 


50 Greatest Ath¬ 
letes 3048445 


ESPNews 


Golfer's Travels 

9990803 


High-Climber 



Speed Shop 

8564648 


To the Edge (R) Breaking the Ice 

4549358 (R) 8886613 


Powerboat Racing APBA Offshore. From 
St. Petersburg. Fla. 9183396 


Adventure Quest (R) 9186483 


Danger Zone (R) High-Climber 

4544803 9992261 


Sport Aviation (R) Air Combat 7059822] Air Show World (R) 5520990 
7040174 


PREMIUM CHANNELS 


ENC 


M 


HBO 


(4:50) * * s “The War" (1994, Drama) * * “Street Fighter" (1994. Adventure) Jean-Ciaude Van (:45) * * * s “Cop Land" (1997. Drama) Sylvester Stallone. Harvey Keitel. Ray Uot- (:35) * v “Village of the Damned" (1995. Horror) Christopher 

Elijah Wood. Kevin Costner. PG-13’ (CC) Damme. Raul Julia. Ming-Na Wen. *PG-13’ (Violence) (CC) ta. The hearing-impaired sheriff of a small New Jersey town takes on crooked New Reeve. Kirstie Alley, Linda Kozlowski. *R' (Violence) (CC) (1:38) 

(2:05) 46473377 (1:42)4681025 York police officers. ‘R’ (CC) (1:45) 64037667 32326209 _ 

(5:00) * * “Home |(:45) Anna and the Century of Living (CC) 513759 * * *“ You’ve Got Mail" (1998. Comedy) Tom Hanks. Meg Ryan. Two rival bookstore I Chris Rock Jay-Z. Shock Video 2000 (R) (CC) 345280 | “New World Disor- 

friet" (1998) (CC) King: First Look (R) owners are unaware that they are conducting a secret romance with each other on the (R) (CC) 255667 

I ~ 11703071 Internet. ‘PG’ (Adult language) (CC) (1:59) 618303 




1:33)9272648 11703071 _ 

(4:30) “Major “Moving" (1988) Richard Pryor. The promise of 
552 602 League” (1989) employment drives a former mass-transit engineer ar 
(1:47) 2939990 lv on a cross-country move. l R’ (1:28) 8048613_ 


der" (1999) R* 
(1:35)9383071 


♦ * s “The Peacekeeper" (1997) Dolph Lundgren. A military |(:45) * * * “Indictment: The McMartin Trial" (1995. Drama) James Woods, Mercedes Ruehl. Sada 



1:47) 2939990 


If! 


TMC 


Con O’Neill. Beth Goddard. ‘R* (Adult language, adult situations 
violence) (CC) (1:36) 4761174 _ 


(5:30) * * “Overnight Delivery" (1996, ★ * ♦ * “Gods and Monsters" (1998. Drama) Ian McKellen. 
Comedy) Paul Rudd Reese Witherspoon. Brendan Fraser. Lynn Redgrave ’R' (Adult language, adult situs 

‘PG-13'(CC) (1:27) 266280 _ Itions, nudity) (1:45) 3793174 __ 

(4:15) ***“$ * * “Julian Po" (1997) Christian Slater. A man who plans to Line’s “What I Did 

(Dollars)" (1971) kill himself becomes an unlikely celebrity when townspeople for Love" (CC) 

(2:00) 46170377 learn of his intent ions.’PG-13'(CC) (1:23) 2724087 J7215342 

(4:45) "The First to Hollywood One on * * * “Rushmore" (1998. Comedy) Jason Schwartzman. Bill 
i 1 oo7i wn one 3506358 Murray. Olivia Williams. ‘R' (Adult language, brief nudity) (CC) 

(1 ;33) 8802716 _ 


(4:50) Hijacking (:25) ♦ ♦ % “Sour Grapes" (1998. Comedy) Steven Weber. ♦ * “Harley Davie 


(:40) * * * "Vampires" (1998, Horror) James Woods. Daniel Baldwin. Sheryl Lee. A 
vampire slayer hunts down a 600-year-old bloodsucker who is in search ol a crucifix 
that will make him more powerful. ‘R’ (CC) (1:44) 44287464 

Emmanueile in 
Space (R) 664777 

(:45) * * “Apt Pupil" (1998. Drama) Ian McKellen. Brad Renfro. Bruce Davison. 
Based on Stephen King's novella about a teen-ager whose soul is twisted by his con¬ 
tact with an old Nazi war criminal. ‘R’ (CC) (1:51) 34244025 

(:35) Lateline “The 
Christian Guy’ (R) 
(CC) 3442803 


“If... Dog... Rabbit” (1998. Drama) 
Matthew Modme. Kevin J. O’Connor. David 
Keith. R (CC) (1:30) 6542464 


(:05) Beggars and Choosers 'The Deal" 
Rob faces media scrutiny. (R) (CC) 
31574377 


★ v. “Desperate Measures" (1997) Michael Keaton. A San (:15) * * s “Going All the Way” (1997, Comedy-Drama) Jeremy Davies. Ben Af- 
Francisco detective needs a vicious killer to donate some bone fleck. In 1954. a shy Midweslerner's friendship with a freewheeling war veteran leads 
marrow for his dvina son. R’ (CC) (1:40) 46593006 


Go" (1997) NR' 
(1:27) 36104358 

(4:50) Hijacking 


(1:31)63441193 65012006 


him to a crucial decision. R’ (Strong sexual content) (1:50) 78043844 


(:40) * * “The Only Thrill" (1997. Drama) Diane Keaton. Sam Shepard. Diane (:35) *** “Lovelife" (1997) Saffron Burrows. The trials of 
Lane. A dothing-store owner cannot totally commit himself to a new love because his modem romance are illustrated as mismatched lovers try to fmrT- 
wife is in a permanent coma. 'R' (Adult language) (1:43) 95034532 their perfect mates ‘R’ (CC) (1:36) 86059551 


♦ * “Harley Davidson and the Marlboro Man" (1991. Adven-1(:40) * * *"A Brother's Klu” (1997) Nick Chinlund. Two East (:15) “On Dangerous Ground" 


63 670 Hollywood" (1997) Craig Bierko. Matt Keeslar. R’(Adult language) (CC) (1:31) ture) Mickey Rourke. Don Johnson. 'R' (Adult language, adult sit- Harlem brothers follow different paths in life following a traumatic (1996. Adventure) Rob Lowe, Jurgen 


uations. nudity, violence) (CC) (1:3 8) 1019087 


childhood exper.ence/R'jL32) 82373025 


Prochnow. R' (3:00) 47243342 


Wednesday’s Selected Latenight Movies 









































































































BROADCAST CHANNELS 


CABLE CHANNELS 


BRAVO 


CART 


COURT 


DISCH 


DISCK 


DISCS 


DISNT 


EWTN 


FOOD 


GAME 


HGTV 


NASH 


ODSY 


18F St. Cloud Times 


December 19 - 25,1999 


THURSDAY EVENING 


December 23,1999 


B - Bresnan A - Astound 


(CC) 1526 I News (CC) 2878 | Whose Line Is It Whose Line Is It Americas Funniest Home Videos: Un- 20/20 Downtown (CC) 79507 INews (CC) 5288743 (:37) Nightline (CC) (:08) Extra (CC) (:38) Married... With 

Anyway? “No. 117" Anyway? “No. wrapped for the Holidays Featuring 90329588 3810746 Children Al is Santa 

A gospel serenade. 201 A’ Dating sketch, memorable holiday clips. (CC) 59743 at mall. (CC) 

(R) 2781 _ |(R) 1762 __ 6530588 _ 

A Home for the Holidays (CC) 9762 Chicago Hope‘Y'Gotta Have Heart" Drs. 48 Hours “Binge" Effects of binge drinking News (CC) 1706878 (:35) Late Show Comic John Wither- (:37) Late Late 

Geiger and Watters fight over a single among high-school and college students. spoon, singer Darlene Love. (CC) Show (CC) 1730192 

heart for two transplant patients. (R) (CC) (R) (CC) 5946 97637675 

__8410___ 

Friends Rachel Jesse Jesse tends Frasier Bulldog Stark Raving Mad ER “Leave It to Weaver" The team copes News 2780965 (:35) Cheers Rebec-|(:05) Tonight Show (CC) 24834323 

wants an annulment, to a sickly squirrel, baby-sits for Roz. Improving Henry's with a truck crash; Carter treats his ca has a phony ro- 

(R) (CC) 3439 (CC) 6878 (R) (CC) 9859 sex life. (R) (CC) cousin’s ex-wife. (R) (CC) 34025 mance with Sam. 

___[_[1694__ (CC) 3897033 __ 

Seinfeld “The Race" Hollywood Squares ★ A % “Multiplicity” (1996. Comedy) Michael Keaton. Andie MacDowell, Harris Yulin. Frasier “Frasier Newsradio “Noise" 3rd Rock From the Frasier “Space Newsradio “Xmas Unhappily Ever Af- 

Jerry is challenged (CC) 35743 A stressed-out construction supervisor clones himself in an ill-fated attempt to stream- Grinch" Frasier visits The staff is con- Sun Dick and Mary Quest" Frasier wants Story" Bill fears an ter Tiffany cant re- 

10 to a race. 44491 line his hectic life. (CC) (1:57) 80491 a shopping mall. cerned about Dave, break up. (Part 2 of a quiet place to “evil" Santa. (CC) member. (CC) 44101 

_ (CC) 91897 |(CC) 95156 3) (CC) 61217 read. 70965 63014 _ 

Friends Joey and Friends Joey asks WWF Smackdown! (CC) 84830 News 11507 News 2795897 (:35) Drew Carey (:05) Mad About (:35) Star Trek: Voy- 

Phoebe sell Christ- Phoebe’s sister on a (CC) 3802965 You Paul frightens ager “Cold Fire" 

9 mas trees. 1946 date. 5526 _ babies. 7662385 9877385 

Nanny Fran gets ar- Roseanne Dan en- Popular “Windstruck" Rumors fly when I Charmed “Witch Trial" On their first an- Caroline in the City I Grace Under Fire Jerry Springer (CC) 23946 Roseanne A Chnst- Nanny Fran be- 

rested. (CC) 28830 ters a songwriting Sam and Josh share an awkward moment niversary, the sisters face a cloven-hoofed Caroline's holiday Emmets sudden mas Eve snowstorm, comes a weather 

__ contest. 42410 _ during play rehearsal. (R) 24675 _demon. (R) (CC) 33323 _ gift. 956 75 death. 26694 90120 forecaster. 88507 

Treasures in Your Home: The World of It’s a Miracle A neighborhood shows sup- Touched by an Angel A woman, focused Diagnosis Murder “First Do No Harm" (:05) Highway to Heaven Santa Claus Paid Program 32120 Paid Program 37897 

Collecting (CC) 56859 port after a Jewish family's menorah is de- on her daughter's gymnastic career, ig- Mark and Jesse tackle the bureaucracy goes on trial for protesting the promotion 

3 stroyed. (R) 73965 _ nores her son. (CC) 59385 _ when a 4-year-old patient dies. 79149 of toy weapons. 78791781 _ 

Mirh I Hometime "Brick Christmas at St. Olaf (CC) 9994 Bring Warm Clothes Real people from Keeping Up Ap- I As Time Goes By Intimate Strangers: Unseen Life on 

> House Addition" Minnesota's past. (CC) 9138 pearances 50946 69694 Earth (Part 4 of 4) (CC) 17120 

“Flooring" 472 


of Fortune 


and college students 


Entertainment To¬ 
night (CC) 5174 


NBC 

(QKARE 


FOX 

SJWFTC 


Newshour With Jim Lehrer (CC) 85120 


nesota 


Law & Order “Bitter Fruit" (CC) 454830 


Biography “Donna Reed. Ill Take the Investigative Reports “Wildlife on the Inside Story “Animal E.R."(R) 764694 Law & Order‘Animal Instinct’(CC) Biography “Donna Reed: 111 Take the 

Moon" (R) (CC) 768410 _ [Edge" (CC) 744830 ___ [767781 _ Moon'(R) (CC) 175946 _ 

★ * * “Auntie Marne" (1958, Comedy) Rosalind Russell, Forrest Tucker, Roger Smith. An orphan becomesl * * “Charlie Chan in London” (1934. Mystery) Warner Oland, ♦*» “The Saint in Palm Springs” 
the ward of his bohemian New York aunt. (CC) (2:23) 161472 __ Ray Milland, Mona Barrie. (1:19) 985410 _ (1941) Wendy Barrie (1:05) 3673694 

From Cradle to Grave “Dolphins - I O'Shea’s Big Ad- llnsectia ‘Child’s I Emergency Vets (R) Wild Rescues (R) I From Cradle to Grave “Dolphins - O’Shea’s Big Ad- llnsectia"Cn.ias 

Dancers of the Deep" (R) 28439 _ venture 1 8588 Play" (R) 20323 (CC) 99439 _ 95138 _ Dancers of the Deep" (R) 10410 _ venture 61656 Play" (R) 42743 

Sparks (CC) 9898591 Amen 635526 Comicview 511507 Live From LA 591743 BET Tonight News and interviews. (Live Midnight Love Mellow rhythm and blues 


(4:30) * * *'* “Hush... Hush, Sweet 
Charlotte” (1965) (CC) (2:13) 188149 

Planet's Funniest I Aquanauts (R) 
Animals 42033 33385 

Hits From the Street 487101 


Inside the Actors Studio Peter Falk. (R) Celebration of Christmas: Live From Vienna 241656 Quidam: Full Circle Profiles 

59 330694 359694 Rhinestone World" (R) 973323 

Scooby Doo Dexter's Laborato- Johnny Bravo I Cow and Chicken |(:10) Bugs & Daffy 84609566 [Torn and Jerry | Flintstones (CC) Johnny Bravo 

_ 4608507_ I ry 4699859 5529472 _ 4688743 

73 (4:00) Nonstop Country 2858236 Nonstop Country 6911385 _ | Big Ticket Dixie Chicks. 6920033 Nonstop Countr y Country news and music 

Daily Show (R) * * * “Ferris Bueller’s Day Off" (1986, Comedy) Matthew Broderick. Mia Sara, Jeffrey Jones. A brash Win Ben Stein's 

_ 1390694_ | teen and his friends have an adventure in Chicago. (1:43) 2956385 _ Money 4469168 

44_ Crime Stories (R) 6498156 [Cops 1148052 [C op s 5425830 [Hom icide: Lif e 5705526 _Crim e Stories (R) 5785762 _ |Cops 4439217 

Ultimate Guide “Elephants" (R) 469762 On the Inside “Test Pilots" 740014 Science Mysteries “Physical Feats" (R) Into the Unknown “Paranormal Sightings" On the Inside “Test Pilots" (R) 749385 

____ 759762 _ (R) 779526 __ 

Home Pro Enhanc- [Men in Toolbelts Your New House [Home Savvy Build- Interior Motives “Homemade Acces- Home Matters Ice skater Jo Jo Startxick; Capriafs Cafe "Chi- jBiba's Italian 

_ ing a small kitchen. (R)_(R)_ ing a solar shed. sones" Homemade decorations (R) centerpieces. (R) _nese Menu" Kitchen Crostini. |(R) _ 

Story Studio Larry Real Kids, Real Ad Jaws & Claws The Crocodile Hunter's Outward Bound iPopSci Demolition; Boneheads-Pale- I Acorn: The Nature Jim HensonVAnT" Jay Jay thelet Pappyland (R) (CC) 

01 makes a discovery, [ventures (R) domain of sharks Croc Files (R) “Desert Bound" acupuncture. (R) oworkf _ [Nut (R) _ mal Show (R) Plane _ 

Understanding Beauty (R) Earth’s Fury (R) Science Live! (R) New Detectives Case Studies in Foren- Earth’s Fury How the El Nino weather 

__ sic Science" "Deadly Chemistry" (R) pattern has affected the world. (R) 

it it it “Cinderella ’ (1997. Musical) Whitney Houston, Brandy, |(:35) * % “The Big Green” (1995) Steve Guttenberg, Olivia d’Abo. A British teacher |(:25) * * “Genius” (1999) Trevor Morgan. A 14-year-old col- Zorro ‘Zorro Rides 

Whoopi Goldberg. (CC) (1:36) 3 461304 _ introduces soccer to cy nical Texas kids. (CC) (139) 21422120 lege student juggles a double life. (CC) (1:35) 5976385 Alone' 229014 

Timon & Pumbaa (Tale Spin (CC) Ducktales (CC) Bonkers (CC) Aladdin (CC) iDarkwing Duck [Gargoyles (CC) Gargoyles (CC) [Mighty Ducks (CC) ISonic the Hedge- Gadget BoyT 

” (CC) 4604781_ 46950 33 5532946 _ 4691217 5541694 (CC) 5520101 5379385 2838743 2519149 hog 2528897 5374830 

Fashion Emer* Search Party Talk Soup 523217 Mysteries & Scan- True Hollywood Story “Mackenzie Phillips' A profile of actress Mackenzie Phillips Howard Stern Howard Stern (R) Wild On Trips to M 
w gency 259120 |240472 _ [dais (R) 246656 (“One Day at a Time'). (R) 168439 _ 396385 _ 305033 _ and the Kentucky C 

25 Our Lady-Daily Mass 452472 Life on the Rock 766052 Joy of Music |Rosary 4339679 [Christmas Across America 762236 Candy Maker's Joy of Music (R) Our Lady-Daily M; 

(5:30) * * * “An All Dogs Christmas “The Christmas List” (1997, Drama) Mimi Rogers, Bill Switzer. Rob Stewart. A store Trans-Siberian Orchestra: The Ghosts 700 Club (CC) 278472 Who's the Boss? 

_ Carol” (1998) (CC) (1:13) 380410 clerk gets every item on her extravagant wish 1st. (CC) (1 36) 373526 _ of Christmas Eve (R) (CC) 275385 _ 556762 _ 

76 Cooking Live (R) 2835656 Emeril s Creole Christmas 17714830 Best Of (P East 5539859 Two Fat Ladies Two Fat Ladies Emeril's Creole Christmas 17713101 Best Of (R) 

” M'A'S'H (CC) M'A*S*H “Dear Sis* NYPD Blue “I Don't Wanna Dye" (CC) X-Files Three of a Kind" (CC) 9977878 Married.-With Married... With X Show (R) (CC) 9950101 X-Files “Btogenesi; 

__ 1138014 1152694 9951830 6551052 5170694 7387304 

Inquizition 7629946 Newlywed Game New Newlywed [Family Feud Match Game All New Three's a Burt Luddin’s Love $100,000 Pyramid Inquizition 7139526 I Newlywed Game New Newlywed 

7643526 Game 7390830 7632410 7316878 Crowd 7395385 Buffet 5907507 1940236 7115946 Game 5902052 

This Old House (R) New Yankee Work- Christmas Castles Christmas Castles Designing for the Kitchen Design House Hunters (R) Dream Builders Christmas Castles Christmas Castles Designing for the 

b 9967052 Shop 9958304 3073656 9954588 Sexes 3082304 3001439 4096694 _ 1702694 _(R) 6390491 (R) 6316439 Sexes 4008439 

20th Century A look back on the presi- American Drinks: History in a Glass The history of beverages in the United States American Eats: History on a Bun (R) 3954859 American Drinks: 

_ dency of John F Kennedy. 1894502 from chocolate milk to the cocktail. (R) 5103878 _ 7985323 

(5:00) it it it “Zentropa” (1992, Sus* *** “Homeboy” (1988, Drama) Mickey Rourke, Christopher Walken, Debra Feuer. ♦ * “Fall Time” (1995, Drama) Mickey Rourke. Three prankish * * * x "Crumb” (1994, Documentary) i 

__ pense) Jean-Marc Barr. (Subtitled) (1:52) An aging prizefighter faces the risk of brain damage. (1:52) __ students cross paths with bank robbers. (128) _ artist Robert Crumb and his family. (1 :59) 

Intimate Portrait ‘Cheryl Ladd’ (R) (CC) Chicago Hope “McNeil and Pray’ (CC) I** “On the Second Day of Christmas" (1997) Mary Stuart Masterson. A woman [Golden Girls (CC) Golden Girls (CC) IWeddings of a Lift 

* 663526 [282675 and her niece are caught stealing on Christmas Eve. (1 36) 202439 932168 918588 Weddinas (R) (CC 


Diamond in a [Celebration of Christmas: Live From Vienna (R) 114878 Quidam: Full Circl 

__ (R) 597052 

Cow and Chicken Batman-Animated Dragon Ball Z 

2506675_ 12515323 _ Series 5378656 3951743 _ 

6923120 Jammin’Country Nonstop Country 

Turn Ben Stein On |Daily Show 79376561Win Ben Stein’s Saturday Night Live Christmas special. 

Money 7946304 9720897 

Pros and Cons IHomicide: Life 4148743 

Science Mysteries “Physical Feats" (R) 
180878 _ 

Carlo Cooks Italian [Cucina Amore (R) 


Bomb Squad (R) 


Family Feud 

8887304 

Kitchen Design (R) 

8957830 


Waltons The Whirlwind" (CC) 783762 * “The Gathering, Part II" (1979) Maureen Stapleton, Efrem Zimbalist Jr. A wid- Waltons The Spirit Small thefts occur 

_ ow’s children are uneasy about a new man in her life. (CC) (1:40) 660472 _ around Walton's Mountain. 880014 

Hey Arnold! (CC) Rugrats (CC) Rugrats (CC) I Cousin Skeeter Mary Tyler Moore iMary Tyler Moore Mary Tyler Moore Mary Tyler Moor 

4 874007 874287 305830 (CC) 979651 321878 300385 270912 479149 

6 _ Avonlea 1945781 _ |Snowy River McG reg or 6913743 “Holiday in Your Heart" (1997, Drama) LeAnn Rimes. (1:36) 6933507 _ 

"Sword of Gideon" |(:20) * * Together Brothers" (1973. Drama) Anthony Wilson. * * “Batman” (1966. Adventure) Adam West, Burt Ward. Lee Meriwether Batmar 
* (2:28) 70757762 Ahamad Nurradin. Nelson Sims. (1:34j 89598781 _ and Robin battle an all-star lineup of \nHams. (CC) (1:45) 2809304 _ 

★ x "Alligator II: The Mutation’’ (1991, Horror) Joseph Bologna. Dee Wallace Stone * * * “Alligator” (1980, Horror) Robert Forster, Robin Riker, Dean Jagger A mon- 
4 A giant reptile lunches on lakeside residents (CC) (1:32) 7722859 _ strous man-eating sewer alligator terrorizes Chicago. (CC) (1:34) 7727304 _ 

4 j Jerry Barnard [Myles Munroe [Behind 1120656 [Intel. Briefing Bishop 1139304 |HlfW11158439 [Prato the Lord (Live) (CC) 1600439 

r Fresh Prince [Fresh Prince (:05) WCWThunder 1637897 005) WCW Thunder 3229217 Chimp 6772588 |(:35)WCWThum 

(5:00) * * * % “Little Women" (1933) * * * * “West Side Story” (1961. Musical) Natalie Wood. Richard Beymer. Russ Tamblyn. Tragedy clouds the romance of tw 

7 Katharine Hepburn. (1:55)6392859 young lovers. (2:31)5277439 

“ Trauma: Life m the ER Newark University Global Catastrophe (R) 819526 [Storm Rescue (R) 

5 Hospital's trauma staff. 778830 _ 

ER ‘Do You See What I See?" (CC) Christmas in Washington (R) (CC) * * fc "Dennis the Menace Strikes Again” (1998 

2 776472 817168 Don Rickies, George Kennedy. (CC ) (1:15) 699678' 

r Dragnef Forgery [Hogan 7618830 Leave 7305762 [I Drawn of Jean me Adanv12 | Dragnet Forgery’ [All in t 

rSBadoras Nunca To OTvidare Tres Mujeres Lente i 

JAG “Jaggle Bells" (CC) 426584 Walker. Texas Ranger The Covenant" * * ♦ i "FiekTof Dreams” (1989, Fantasy) Kevin 


Rugrats (CC) 
874287 


H) 22755 88 (:35) WCW Thunder (R) 8296762 

♦ * * * "Romeo and Juliet" (1936. Drama) Norma Shearer 
speare’s play about two star-cross ed lovers. (2:06) 1250217 
Global Catastrophe (R) 818897' 


Tornadoes (R) 


Storm Rescue (R) 684052 

035) ** "Sopor Mario Bro.” (1993, Fantasy) Bob Hos^Jrtin Leguaamo, DennisHopSTfoo 
plumbers rescue a captive parallel-world prin cess. (1 44) 57938507 

Mauds 1955168 [Sanford and Son | Hitchcock Pres Em ergency! “Gossip" 7918762 

Picardia Memcana Primer Imoacto 'Notir.ern Uniwkihn -- 


(R) 140033 


Video 253946 Rock Collectors ( R) 151149 
Caroline 338520 *** "Jack the Giant Killer" (1962 


(CC) 977149 


(1 £4) 220878 


16 i 16 Caroline 


39 

ii - 

71 

(5:30) Road Rules 

Road Rules (R) 

Road Rules (R) 

Road Rules (R) 

Road Rules (R) 

lu 

oad Rules (R) 


Rules •• 


Rules (R) 

Road Rules (R) 1 

Road Rules (R) 

Road Rules (R) | 

































































































































































































































































December 19 - 25,1999 




43 Business Center 


Brian Williams 5798236 


5778472 


(R) 5791323 


Rivera Live(R) 4151217 
Larry King Live (R) (CC) 728052 


Larry King 


World Today 302878 


(CC) 311526 


Newsstand 391762 




Entrepreneurs 


Prime Time Public Affairs 153507 


American 


Life Portraits A discussion of President James Buchanan. (R) 311120 


jAffairs 310965 


American Pres 


American Presidents 302472 


Prime Time Public Affairs 
O'Reilly Factor (CC) 


Prime Time Public Affairs 




Hannity & Colmes (CC) 


Edge (CC) 


O’Reilly Factor (R) (CC) 


Special Report (R) 


News With Brian Williams (CC) 


Headliners & Legends 


Hardball 


♦ "Woo" (1998) Jada Pinkett Smith. A strident siren and an in¬ 
secure law derk leam that the road to romance is rocky during a 
disastrous blind date. R (CC) (1:24) 65454 91 

Any Given Sunday 
First Look (R) (CC) 

817385 _ 

Dennis Miller: The Millennium Spe 
1,000 Years. 100 Laughs, 10 Really 
Good Ones (R) 8274385 


* * * “TheThing” (1982, Horror) Kurt Russell. A. Wilford Brimley. An alien that can 
duDlicate other life forms invades a polar research station in this remake of the 1951 

?) (CC) (1:48) 7374830 _ 

♦ k “Retroactive" (1997) James Belushi. A psychiatrist n 

multiple journeys through time to save the life of a woman 
dered by her brutal husband R' (1 27) 286526 _ 

* * * “RKO 281” (1999) Liev Schreiber. Inspired by true 
events surrounding young filmmaker Orson Welles' fight to 


leech & Chong’s Nice Dreams" (1981, Com< 
Marin. Tommy Chong, Stacy Keach. ’R' (Adult 
jations, nudity, violence) (1:27) 3672236 

Inside the NFL (R) (CC) 540236 


(5:15) * * ' Memoirs of an Invisible 
14 300 Man" (1992. Fantasy) Chevy Chase,! 


Neill. PG-13’(1:39) 93633491 


Sex 16 (R) (CC) 123323 


Inside the NFL (CC) 124052 


(5:30) * * “Shadrach" (1998. Drama) 

Harvey Keitel, Andie MacDoweli. PG-13 
(CC) (126) 562052 _ 

(:15) *** "Uncommon Valor" (1983, Drama) Gene Hackman, Robert Stack, 1-rea 
Ward. A career military man gathers five Marine buddies for a raid to find his son, who 

is listed as missing in Vietnam. R' (CC) (1: 45) 79155781 _ 

(5:30) * 4 "Doctor Dolittle” (1998, I * * "Criminal Passion" (1993) Joan Sevi 
Comedy) Eddie Murphy. Ossie Davis. 'PG- detective begins a torrid affair with a senait 
13’ (CC) (1:25) 362014 pe ct in a series of grisly murders. R (1:36) 

* ★ "The Cowboy Way" (1994. Comedy-Drama) Woody Harrelson. Kiefer Suther¬ 
land, Dylan McDermott. Two modern-day cowboys tangle with smugglers m New York 

white trying to round up a missing buddy. ‘PG-13' (1:46) 312255 _ 

(:05) * A “National Lampoon’s The Don's Analyst" (1997, Comedy) Joe Bologna, 
Robert Loggia. A psychoanalyst does little to help matters when family troubles drive a 

mob boss to the edge of sanity. ‘R’ (CC) (1:45) 78555878 _ 

(5:15) "TheMighty"(1998. Dra- I**' "Dancing at Lughnasa" (1998, Drai 


♦ * “The Maker" (1997) Matthew Modine. An adopted teen’s 
world comes apart when his long-lost older brother returns and 


to the screen. (CC)( 1:23) 


him into a life of cnme. (1:39) 4068014 


“Who Killed Buddy Blue?" (1995, Adult) 
Kimber Sissons Monroe, Jacqueline 
Lovell. ’R' (1:30) 648965 


(:05) Movie News: Line's ‘Real Time 
The Green Mile (R) (R) (CC) 387694 

18996149 


Drama) 


841965 


y Cox. (:05) * * "Aberration” (1998. Horror) Si 
students mon Bossell, Pamela Gidley, Valery Niko- 


laev. 'R'(CC) (1:34) 31320149 


) Denzel Washington. A de 
al killer has passed his evil 


ma) Sharon 


(4:35) * * "The 
Big Lebowski" R 


ty mobster attem 
he slowly bleeds 


CSPAN 


CSPAN2 


MSNBC 


PREMIUM CHANNELS 


SHOW2 


STARZ! 


Movie: Multiplicity 

7 P.M. ON FOX 

A construction supervisor and fam¬ 
ily man becomes overwhelmed with 
his business and parental responsibil¬ 
ities, and decides to have himself 
cloned. But when his clone gets the 
same idea, soon there are three per¬ 
fect copies, and the original is busier 
than ever trying to keep the situation 
a secret from his wife. Michael Keaton 
takes on the quadruple role in this 
1996 comedy. 


Friends 

7 P.M. ON NBC 

Rachel (Jennifer Aniston) has an 
idea for getting out of her marriage to 
Ross (David Schwimmer): an annul¬ 
ment based on his mental instability. 
Now all she has to do is persuade Ross 


to admit his unsoundness of mind. 
Joey (Matt LeBlanc) gets a taste of 
the good life when he finds the keys to 
a hot sports car, but the joy ride 
proves short. 


Biography 

7 P.M. ON A&E 

An encore of “Donna Reed: Fll 
Take the Moon” profiles the Iowa 
farm girl who parlayed her beauty, tal¬ 
ent and spunk into stardom, including 
a lead role in the beloved holiday clas¬ 
sic “It’s a Wonderful Life.” She had a 
distinguished movie career, even win¬ 
ning an Oscar, but it was a TV role that 
made her a pop-culture icon and her 
name a synonym for “perfect mom.” 
The hour remembers Reed the politi¬ 
cal activist as well as Reed the big- 
and small-screen star. 


Mandy Patinkin (left) 
and Hector Elizondo 

CHICAGO HOPE 


Chicago Hope 

8 P.M. ON CBS 

Drs. Geiger and Watters (Mandy 
Patinkin, Hector Elizondo) tackle a 
thorny problem when each has a pa¬ 
tient in need of a heart transplant, but 
there’s only one heart available. 
Geiger’s patient has offered to donate 
a new wing to the hospital if he gets it. 
Watters’ candidate is a poor but per¬ 
sonable worker at the hospital news¬ 
stand, whom everyone knows and 
likes. Carla Gugino and Lauren Holly 
also star in the encore of “Y’Gotta 
Have Heart.” 


Frasier 

8 P.M. ON NBC 

In the encore of “Hie Dog That 
Rocks the Cradle,” Roz (Peri Gilpin) 
gets more than she bargained for 


when she hires co-worker and former 
fling Bulldog (Dan Butler) to baby-sit! 
Turns out Bulldog is still carrying a 
torch for her and using the gig to scare 
away other men. Frasier and Niles 
(Kelsey Grammer, David Hyde 
Pierce) regret pressuring Martin 
(John Mahoney) to make funeral 
plans. 


Investigative Reports 

8 PM. ON A&E 

“Wildlife on the Edge” follows 
Uganda’s top wild-animal doctor and 
two of his students as they try to help 
revive a wildlife population decimat¬ 
ed by years of civil war. Viewers wifi 
see them equip elephants with radio 
collars, save a motherless leopard and 
try to find a new mom for an or¬ 
phaned baby pachyderm. 



29 

62 

College Basketball Michigan State at Kentucky. (Live) 107385 

- _-_ _ 

College Basketball North Carolina at Louisville. (Live) 102830 

Sportscenter (CC) 121965 

Sportscenter of the Decade: The 1990s 

(R) 658217 



63 

NFL 2Night (CC) 
5443236 

NHL Hockey Colorado Avalanche at Buffalo Sabres. From Marine Midland Arena in Buffalo. N Y. (Subject to 
4780101 

Blackout) (Live) (CC) 

50 Greatest Ath¬ 
letes 3248633 

50 Greatest Ath¬ 
letes 4437859 

NHL 2Night (CC) 
4446507 

NBA 2Night (CC) 
7353694 

NFL 2Night (R) 

(CC) 8582946 

|ESPN2l 



403 

402 

□ 

Sports Challenge 

3417410 

Sports Challenge 

3408762 

Wide World of Sports 3971526 

Sportscentury: Greatest Games of the Century Counting down the top 10 games of 
the century. Host: Al Michaels. 3951762 

Sports Challenge 

5789878 

Sports Challenge 

5798526 

---- - 1 

Wide World of Sports 5105236 


66 

ESPNews 

Sportscenter 

ESPNews 

ESPNews 

ESPNews 

ESPNews 

ESPNews 

ESPNews 

ESPNews 

ESPNews 

ESPNews 

| 


405 

69 

Golf Academy 

1305526 

Workshop 1396878 

Golf: Drive. Chip 

8461507 

Golf Junior Acade¬ 
my 1385762 

Golf Junior Acade¬ 
my 8470255 

Golf Junior Acade¬ 
my 8459762 

Golf Junior Acade¬ 
my 4434472 

Golf Junior Acade¬ 
my 8884255 

Profiles of a Pro 

7942588 

Golf Academy 

7951236 

Workshop 4446217 

Workshop 9894675 1 


»■- ■ 4 

45 

• 

Football News 

446694 

Sports Connection 

437946 

NBA Basketball Seattle SuperSomcs at Minnesota Timberwotves. From the Target Center in Minneapolis. 
(Uve) 883897 

College Basketball Furman at Minnesota. (Same-day Tape) 440830 

FOX Sports News 

501781 


69 

67 

Great Outdoors- 

man 1374656 

Wild. Camper 

1398236 

World Cup Skiing FIS Cross Country. 
From Sappada. Italy. 9058656 

Skiers World 

8449385 

Gear Guide (R) 

8451120 

Ride Guide: Snow¬ 
board 4436830 

Snowboarding 

8853385 

World Cup Skiing FIS Cross Country. 

From Sappada. Italy. (R) 9080255 

Skiers World (R) 

4448675 

Gear Guide (R) 

9896033 


408 68 

Bike Week Maga¬ 
zine 1374656 

MotorWeek 1398236 

This Week in 

NASCAR 8463965 

Hot Rod TV 1387120 

Legends of Motor- 
sport 8449385 

Year in Racing 

8451120 

Silver Arrows of Zwickau 9087168 

Bike Week Maga¬ 
zine 7944946 

MotorWeek (R) 

7953694 

This Week in 
NASCAR 4448675 

Hot Rod TV (R) 

9896033 


HTTR 552 602 


035) * * "Baby Face Nelson" (1995) C Thomas Howell An 
ambitious and brutal gangster takes on rival Al Capone by step¬ 
ping up his canyaign of terror. (1 33) 53946743 

Thursday’s Selected Latenight Movies 


12:00 a.m. M “Deconstructing 
Harry” ★ ★ ★ * (1997, Comedy) 
(1:40) 6461960 

IlFl'l “American Dragons” * 4 

(1997, Drama) (1:40) 1494095 

12:05 a.m. 023 “Taffin” ★ * 

(1988, Dra ma) (1: 40) 34385540 

12:10 a.m. i! 1 Mm “Good Morning, 
Vietnam” ★ ★ ★ (1987, Comedy- 
Drama) (2:05) 52121724 
12:30 a.m. i ' “The Exorcist III” 
★ ★ '/» (1990, Horror) (1:50) 8007434 

“The Break” ★★(1997, 
Drama) (1:45) 8378705 
12:45 a.m. CTTTOTn “Class” ★★ 
(1983, Drama) (1:45) 48862453 


STARZ! 


1:00 a.m. i i JA'L'i “Papillon” 

★ ★ ★ 14 (1973.) (3:00) 443873 

H! r.TTl “The Joy Luck Club” 

★ ★ ★ » (1 993) (2:30) 770960 

1:40 a.m. Q23 “The Mambo 
Kings” ★ ★ ★ (1992. Drama) 
(1:45) 36067521 

rm “Fair Game” ★ (1995, Sus¬ 
pense) (1:35) 37781569 

1:45 a.m. Q23 “Dead Cold” ★★ 

(1996) (1:35)93496298 

2:15 a.m. i:iT«>I “Double Tap 

★ 54 (1997, Suspense) (1:30) 
57374724 

Marked Man” ★ ★ 

(1996, Suspense) (1:45) 31884076 




STARZ! 


iii 


2:20 a.m. iJm:i "The Rover” 

★ ★ ( 1967) (1:40) 38346892 

LfAt “The Last Days of Frankie 

the Fly” ★ ★ (1997, Comedy-Dra¬ 
ma) (1:40) 4314445 3 

2:30 a.m. i-RMVFl “Voltage 
Fighters! Gowcaiser: The Movie” 

(1997, Adv enture ) (1:30) 5638873 

3:15 a.m. fim “Earthly Posses¬ 
sions” ★ ★'* (1999, Comedy) 
(1:45) 84696724 

3:20 a.m. CCT1 “Body Armor 

★ ★ (1997 , Dram a) (1:40) 11411811 

3:25 a.m. M “Fool’s Parade 

★ ★★ (1971, Drama) (1:45) 
83312415 




tf 


“The Slender 

(1965, Drama) 


3:30 a.m. 

Thread” ★★★ 

(1:45) 818 9163 

3:45 a.m. "Mean Guns” 

★ 14 (1997, Drama ) (1:45)21711076 
4:00 a.m. UM'f “Man on a 

Swing” ★ ★ ★ 14 (1974, Mystery) 
(1:55) 4291665 

rm “The Last Ride” ★ ★ 

(1994, Drama) (1:40) 8435328 

“Dream a Little Dream 

2” ★14 (1994) (1:35) 3612724 

“Overnight Delivery” 

★ ★ (1996 , Com edy) (1:30) 8971182 

5:00 a.m. ICT1 “Masters of Men¬ 
ace” ★ ★ (1990) (1:40) 1682322 


SH0W2 


STARZ! 


5:10 a.m. RTFl “Mr. Magoo” ★ 

(1997 ’ Co med V) 0 :30 > 89413163 

5:15 a.m. id:hl'71 “The Princess 
Stallion” ★ ★* (1997, Adventure) 
(1:30) 633 0144 

5:30 a.m. “Daffy Duck’s 

Movie: Fantastic Island” ★ ★ 14 

(1983, Comedy) (1:30) 4097163 

“Care Bears Movie II: A 
New Generation” ★ (1986. Fanta 
sy) (1:20) 75996182 
5:35 a.m. Id 1t> V/fl “Alone in the 
Woods" ★ ★ (1997, Adventure) 
(1:25) 12101960 

5:40 a.m. fTTO “White Nights” 

★ ★14 (1985) (2:20) 70629366 


STARZ! 


SPORTS CHANNELS 


NEWS CHANNELS 


St. Cloud Times 19F 


Thursday’s Best Bets 


THURSDAY EVENING 


B - Bresnan A - Astound 


December 23,1999 


B 

A 

6:00 

6:30 

7:00 

7:30 

8:00 

8:30 

9:00 

9:30 

10:00 

10:30 

11:00 


11:30 






















































































BROADCAST CHANNELS 


CABLE CHANNELS 


DISCH 


DISCK 


DISCS 


DISNT 


EWTN 


FOOD 




GAME 


HGTV 


PLEX 


SCIFI 


December 19 - 25 


20F St. Cloud Times 


December 24,1999 


FRIDAY EVENING 


B - Bresnan A - Astound 


(:08) Extra (CC) 
7115958 


(:38) Married... With 
Children Bundys 
channel surf. (CC) 


(CC) 5255415 


Boy Meets World Odd Man Out Boy Sabrina, the Hughleys Darryl 20/20 (CC) 21540 

Topanga’s parents, deals with puberty. Teenage Witch dislikes Christmas 

(R) (CC) 9892 (R) (CC) 2231 Christmas erased, pageant. (R) (CC) 

__ 1(R) (CC) 8540 14347 _ 

★ * “Mrs. Santa Claus" (1996. Musical) Angela Lansbury, Charles Duming, Michael Nash Bridges ‘Trade Off" Nash is 
Jeter. An injured reindeer grounds Santa’s wife, who sets out to improve the plight of by the motives of kidnappers threa 
child laborers in 1910 Manhattan. (CC) (1:37) 49569 to kill their victim. (R) (CC) 1705 


(CC) 1766250 (:35) 


(:05) Christmas Eve Service (CC) 


CBS 

IWCCO 4 


Boys Choir 5294927 5862415 


wwww “It’s a Wonderful Life" (1946, Fantasy) James Stewart, Donna Reed, Lionel Barrymore. Frank Capra's classic about an News 2757637 (:35) Cheers Sam (:05) Almost Home (:35) Christmas 

angel who shows a suicidal businessman what life would be like without him. (CC) (2:09) 540908 buys Rebecca a for the Holidays Eve at St. Peter’s 

Christmas gift. (CC) 7657453 Basilica (Live) (CC) 

____ 3864705 _ 56400163 _ 

American Red Cross: Holiday Music I World's Funniest! Holiday highlights in- I Frasier Frasier and Newsradio‘Christ* 3rd Rock From the Frasier Frasier asks Newsradio Jimmy Unhappily Ever At- 

Spectacular (CC) 49502 elude a dog dressed as Santa Claus. (R) Niles coach Martin, mas" Christmas Eve Sun “Jolly Old St. a caller’s ex on a makes a bet with ter “Hot Wheels" 

(CC) 58250 (CC) 36540 at the station. (CC) Dick" Christmas on date. (CC) 37160 Ted Turner. (CC) Joke backfires. 

_[___ |34231 _ Earth. 20540 _ 15057_ 96144_ 

“Survivor" (1999. Science Fiction) Greg Evigan, Rachel Crawford, Claudia News 56250 News 2762569 (:35) Drew Carey (:05) Mad About (:35) Star Trek: Voy 

Michelsen. Unsuspecting oil drillers release a malevolent alien force that has been (CC) 3879637 You “Met Someone” ager ‘Maneuvers’ 

trapped under the arctic ice for millennia. (CC) (1:37) 14811 __[_ 7639057 _ 9844057 _ 

Jamie Foxx Jamie I Jamie Foxx Jamie I Steve Harvey Regi-1 Steve Harvey Steve Caroline in the City Grace Under Fire Jerry Springer (CC) 82279 Roseanne “White Nanny Maggie’s 

plays poker with the and Braxton go to na moves in with faces a judge. (R) Last-minute gifts. Grace disciplines Trash Christmas" date is interested in 

guys. 91298 | school. 43291 Steve. (R) 77618 | 89453 _ 54908_ [Quentin. 61347 _ (CC) 59453 Fran. 14502 

Touched by an Angel Monica helps two Diagnosis Murder “Promises to Keep’ A A A “Jesus" (1979, Drama) Brian Deacon. Rivka Noiman, Yossef Shiloah. Left in Paid Program 91453 Paid Program 5650: 

siblings when their con-man brother ap- police officer works with a con man in or- Progress. The life of Jesus, from his early years as the son of a poor carpenter to the 

pears in town. (CC) 32298 _ der to protect his family. 18618 _ Crucifixion. (1:57)11705 __ 

Christmas at St. Olaf (R) (CC) 1973 Washington Week [Wall Street Week Christmas in Vienna '93 6637 [Concordia College Christmas Concert EastEnders 3298 EastEnders 85873 

in Review (CC) “The Best of the “Let Heaven and Nature Sing" 9724 

4182 Century" 8219 


NBC 

QlKARE 11 


SJWFTC 12 


WBN 

ffiKMWB 23 


IND 

QjKPXM 13 


Law & Order “Remand" (CC) 648095 Biography ‘Beethoven: The Sound and Holiday at Pops! (R) 745347 Law A Order “Consultation" (CC) 757182 Biography “Beethoven: The Sound and 

_ the Fury" (R) (CC) 758811 _[______ the Fury" (R) (CC) 521989 _ 

Great Christmas Movies (R) (CC) 333255 WWW “The Bishop's Wife" (1947. Fantasy) Cary Grant, Loretta Young, David Niven. Cinema Secrets W w w “A Christmas Carol" (1951) Alastair Sim. Three ghosts w W “Lost Horizon" (1973. Fantasy) Pe- 

__An angel lends a hand in funding a new church. (1 :48) 983705 461873 _teach miserly Scrooge a lesson. (1:26) 528927 ter Finch, Liv Ullmann. (2:23) 462279 

Planets Funniest [Aquanauts (R] From Cradle to Grave “Gorillas - The I Animal X 60521 [Twisted Tales Emergency Vets (R) Wild Rescues (R) |From Cradle to Grave “Gorillas - The Animal X (R) 46927 [TwistedTales 

Animals 94076 85328 Greatest Apes" (R) 47144 _ “Lizards' 56328 (CC) 34182 _ 32873 _ [Greatest Apes" (R) 46415 _ "Lizards’ 94786 

Good News (CC) [Amen 262250 Comicview (R) 171569 WWW “Roots:The Gift’’ (1988, Drama) Louis Gossett Jr., LeVar Burton, Avery Midnight Love Mellow rhythm and blues. 

549811 __ [Brooks. Fiddler and Kunta Kmte risk their lives to free slaves. (1:36) 141328 _ |417908 _ 

Inside the Actors Studio Jerry Lewis. (R) Weird Weekends “Infomercials" Home WWW “Walkabout" (1971, Adventure) Jenny Agutter, Lucien John. David Gulpiiil. An Fishing With John Weird Weekends “Infomercials" Home [ “Walkabout" (1:40) 

974616 __ shopping networks. (R) 504873 _ Aborigine youth guides two siblings across the Outback. (1:40) 524637 _ (R) 232144 _shopping networks. (R) 272182 759521 

Nutcracker Scoob Town That Santa Christmas Story [Yogi's Christmas Christmas Flint- Jetsont’ Christmas [Yule Toons 7705182 ToonHeads Christmas 7715569 Rintstones Christmas 4067989 

4675279 Forgot 4659231 5596144 Caper 4655415 Stone 5505892 Carol 5524927 

Hit Trip 1910095 Nonstop Country 6988057 Big Ticket Dixie Chicks. 6997705 Top 12 Countdown Dixie Chicks. 5973540 Best of Showcase Jammin' Country Nonstop Country 

Saturday Night I Man Show (R) (CC) w w % “Trapped in Paradise" (1994. Comedy) Nicolas Cage, Jon Lovitz. Overly kind Dr. Katz,Therapist [Dr. Katz, Therapist Dr. Katz, Therapist Dr. Katz, Therapist Dr Katz, Therapist Dr. Katz, Therapist 

Live 8427182 [l358618 _ townspeople prevent bank robbers from escaping. (1:52) 5488960 _ 4429540 _ 8846095 [ 7904328 _ |7913076 _ 4408057 _ 9856415 _ 

(5 00 ) ‘ Doing Life" (136) 4419453 The Client Pilot" (CC) 4119231 _ W W % “In the L in e of Duty: Ambush in Waco” (1993. Drama) (137) 5742057 W Ws “Doing Life" (136) 7844279 

Wild Discovery "America's Wilderness Natural History of the Teddy Bear Season of the Whitetail Buck 749163 Our Favorite Fun Food (R) 769927 [Natural History of the Teddy Bear (R) Season of the WhTtetail Buck (R) 529521 

Heritage - East" (R) 653927 730415 739786 

Home Pro “Bath- Men inToolbelts Your New House Home Savvy Interior Motives “Creative Collectibles" Home Matters Bob Vila; a miniature Caprial’s Cafe [Biba's Italian Carlo Cooks Italian Cucina Amore 

room Reglazmg’ Recessed lighting. (R)_ Adding patio steps. Unusual collectibles. (R) _ greenhouse. (R) _ Spicy cheese puffs. Kitchen Apple roll. Fried cheese. (R) “Eggdrop Soup" 

Story Studio “Star Real Kids. Real AcT Jaws & Claws ‘The Crocodile Hunter's Outward Bound PopSd(R) Boneheads-Pale- [Acorn: The Nature Jim Henson’s Am Jay Jay the Jet 

Struck’(R) ventures (R) Lion Queen’ Croc Files Spiders. “Going Soto" (R) _ oworid _ Nut Hibernation. mal Show (R) Plane 

Understanding Electricity ~ Earth s Fury - Fireworks' R Science Live! (R) Earth’s Fury Mariner’s struggle for sur¬ 

vival; tropical storm. (R) 

So Weird ‘Fountain" I Fantasia/2000 Small One (R) (CC) I w w “Rudolph the Red-Nosed Reindeer: The Movie" (1998) Holidays in Concert (R) (CC) 502415 SoWeird “Fountain"]jersey (R) (CC) 

(R) 633724 |624076 _ 990521 _ Voices of John Goodman, Eric Idle. (130) 648057 __ (R) 234502 243250 

W w “Buster and Chauncey’s Silent Ducktales (CC) Bonkers (CC) [Aladdin (CC) |Darkwing Duck Gargoyles (CC) Gargoyles (CC) ' Mighty Ducks (CC) Sonic the Hedge- 

Nig ht” (1998) (48) 7579724 _ 5509618 _ [4668989 _ 5518366 _ |(CC) 5597873 15346057 _ 2805415 _ 2579521 _ hog 2595569 

News Year in Re- [Coming Attractions Talk Soup 708637 True Hollywood Story The Partridge Family’ The Partridge Family" led to short-lived Howard Stem Howard Stem (R) 

view 828231 (R) 800434 - success for its stars. (R) 788873 970927 956347 

Solemn 354786 Prince 841960 Juggler of Notre Dame (R) 756453 Joy of Music [Rosary 2139291 [Choral 187863 [Solemn Mass of Christmas Eve (Live) 168569 ‘ 

Pinocchio's Christmas 806057 [Rudolph's Shiny New Year (R) 469540 r Santa Claus Is Coming to Town (R) Jack Frost (R) 465724 [700 Club (CC) 468811 

445960 

Christmas, Emeril Style (R) 7781502 Food Network 7790250 Victoria Magzn 7787786 Christmas Emenl Style (R) 7780873 

NYPD Blue “From Hare to Eternity" (CC) X-Files ‘Biogenesis’ (Part 1 of 3) (CC) I Married... With Married... With X Show (R) (CC) 9927873 

>50 6528724 5147366 

h Game All New Three's a Burt Luddin's Love $100,000 Pyramid Inquizition 7106298 Newlywed Game 

250 Crowd 7362057 Buffet 5974279 1917908 7182618 

a tour of American cities and families as they celebrate the holidays. 5239279 Christmas Across America Willard Sc< 




of the Whitetail Buck 749163 




_ (R) 133434 

Gadget Boy Blazing Dragons 

5341502 _ |3931989 

Wild On Jules Asner heads to Australia 
(R) 564415 _ 

Our Lady-Daily Mass 512231 

Who's the Boss? Random Acts of 
719057 IComady 284255 

Food Network 4065521 
X Files “Darkness Falls" (CC) 7354076 




Holiday Cookie Swap (R) 2802328 

M*A*S*H(CC) [M*A ’ S*H (CC) 
1105786 _ 1129366 

Inquizition 7696618 Newlywed Ga 

7610298 

Our Holiday Memories (R) 1767521 


New Newlywed Family 1 

Game 7367502 7609182 


Newlywed Game Family Feud 

5979724 _ 18854076 _ 

>osts a tour of American dies and families 


(R) 3911144 Ultimate Autos “Packard" The succesi 

Packard Motor Cars. 3931908 

issavetes: Anything for John’ (1995) The life and 
ndependent filmmaker John Cassavetes. (1:04) 


Ultimate Autos The Dusenberg set the Ultimate Autos “Million Dollar Cars" (R) 
standard tor the elite (R) 3934095 |si 69434 __ 

(: 15 ) AAA Tempest" (1982. Comedy-Drama) John Cassavetes, Gena Rowlands - A 
disillusio ned architect abandons hts wife and career. (2:25) 

Once and Again (CC) 448057 Golden Girls (( 

_ 715231 

Green 188163 [Green 19781 1 Green 740927 

Motor Madness (R> (CC) 443163 Championship 


(5:00) Law and Order in the Real West Ultimate Autos “Million Dollar Cars" (R) Ultimate Autos “Rolls Roy 

(R) 5756540 _ 3935724 __ 

(5.00) Lumferelndniidependefri Focus A A*‘ Big Trouble" (1986) Peter Falk, Alan Arkin. A salesman p5) 

Company"_|jR)_ |is drawn into a wacky get-rich-quick scheme. (133) _[work 

* * % “If You Believe" (1999. Drama) Ally Walker. Tom Amandes. The holiday season [“A Chance of Snow" (19! 
bring s a second chance tor a jaded woman (CC) (137) 457705 _ meets her estran ge d husfr 

Rpal World (R) [Real World (R) Real World (R) TReal Worid(R) iReal World (R ) (CC) 443502 _ ISex 738182 [Green 809144 

Motor MadnesslR) (CC) 327786 ECW Wrestling 444892 Roller jam Teams to Be Announced (RT Rollerjam Teams to Be Announced (R) 

(CC) 453540 (CC) 44 0076 _ 

& Kei 852076 Mary Tyler Moore Mary Tyler Moore Mary Tyler Moore Mary Tyler Moore Mary Tyler Moc 

115057 127892 787647 623786 919095 

Gaither Homecoming Hour 6999163 Gloria:The Life of Christ 6919927 Christmas Eve 

amaj William Russ. A crime reporter finds “MacShaynt: Winner Takes Air (1994. Mystery) Kenny |(:35) "Vanishing AcT'(19#J 

g hit men (CC) (124) 4847637 Rogers, Ann JilHan, Wendy Phillip s. (136) 2897569 _ got Kidd er, Elliott Gould. (1:40) 202911 

Battlestar Galadica “War of the Gods’ Battlestar Galactica Greetings From [Battle-star Galactica ‘Greetings From - ~ Battfestar Gala 

(Part 2 Of 2) (CC) 7707540 Earth" (Part 1 of 2) (CC) 7783960 Earth’ (Part 2 of 2) (CC) 7703724 (CC) 7706811 

Behind 1197328 [Church 5407434 Dr. Frederick K. Price 5747502 

Grinch-C mas “ (:40) Flintstones Christmas Carol 43252892 

(5:00) A A%"On Moonlight Bay” (1951) I a A A “In the Good OkJ Summertime" (1949) Judy Garland, Van Johnson. I 
Doris Day (135) 6352231 _ co-workers at a music store are unw itting frie nds. (CC) (1:42) 3039960 _ 

Trauma: Lift in the |Ttauma: Life to the When Dinosaurs Ruled: The Land That' Twhen Dinosaurs Ruled: Ground 

ER (R) 952124 ER (R) 952304 rime Forgot (R) 439960 _ (R) 455908 _ 

ER The Miracle Worker" (CC) 343724 A A * “A Christmas Story" (1983, Comedy) Peter Billingsley, De 

boy wants a Red Ryder BB gun tor Christmas (CC) (133) 220434 

|l Drum of Jeeonto |Adanv12 

SoAando Condgo 

(4:00) "Sneakers" A A s Housesitter" (1992. ComedyTSteve Martin, Goldie Hawn. Dana Delany.A 

(2 05) 432163 screwy waitr ess forces herself into an architect’s life . ( CC) (1 40) 603298 _ 

List (R) 899328 [Video 813908 [History of Rock n’ Roll (R) 704811 I B ehin d the Music 

(1990. Drama) Mel Gibson. Glenn Close. Alan Bates. (2 15) 272750 


Green 690427 


Mary Tyler Moore 

995415 


U Pick Nicktoons Kids pick their favorite Cousin Skeeter Ki 

34 Nicktoons.(CC) 651569_ (CC) 139637 _ 

26 Jug Band C 7 mas 1912453 Kenny Rogers 6980415 

triple tross Deadline 
* ( 2:06) 51591434 [romance w 

Battlestar Galactica “War of the 

54 (Part 1 of 2) (CC) 2828366 

24 (4:00) Praise the Lord 4783298 
TT FTesh Prince I Fresh Prin 


Mary Tyler Moore 


7119057 


• * "Christmas In Connecticut" (1945) Barbara Stanwyck. Dennis MoipfA 
pape r columnist is m ad e to play ho st tea war hero (Ml) 9888163 

When Dinosaurs Ruled: At the Ends of When Dinosaurs Ruled The Land 

the Earth (R) 435144 Time Forgot (R) 436231 _ 

A A A “A Christmas Story" (1983, Comedy) Peter BillingsleyTDarren McGavin 
b oy wants a Red Ryder BB gun for Christmas. (CC)J! 33) 456637 

All in the Family [Maude 1915540 Sanford and Son Hitchcock Pri 

Primer Impacto Notlclero Uni 

A A “Boomerang" (1992. Comedy) Eddie Murphy, Halle Berry. Robin Givens. A sex* A A “Raaltty I 
ist marketing executive gel s his co meuppance. (CC) (1:58) 320453 friends grappk 

enesis" 780231 I Before 653881 | List (R) 600692 [List (Hi '.iih/'i List iRmSS 


AAA Random Harvest" (1942) 

Cdman (CC) (2 04 ) 1221706 
When Dinosaurs Ruled: Ground 


7685502 


1( I 16 Caroline628892 AAA 


News (CC) 2095 

News (CC) 3347 

News (CC) 453 

Wheel of Fortune 

(CC) 705 

News 9163 

Entertainment To¬ 
night (CC) 6665 

Seinfeld The 

Strike” George’s holi¬ 
day alternative. (CC) 
96434 

Hollywood Squares 

(CC) 87786 

Friends Chandler 
sets Rachel up on a 
date. 4095 

Friends Monica 
takes Rachel to the 
hospital. 5347 

Nanny Fran's bonus 
is a bust. (CC) 90057 

Roseanne The 

Memory Game" 

(CC) 14637 

Secrets of the Magi 

63927 

Christmas Lamb 

(R) 54279 

Newshour With Jim Lehrer (CC) 28415 









































































































































































































































NEWS CHANNELS 


CNBC 


CNNF 


CSPAN 


CSPAN2 


MSNBC 


SPORTS CHANNELS 


ESPN 


ESPN2 


ESPNC 


ESPNN 


PREMIUM CHANNELS 


SHOW 


STARZ! 


PLEX 


BRAVO 


SHOW2 


SHOW 


PLEX 


PIE X Bd' 


STARZ! 


HB02 


STARZ! 


HB02 


STARZ' 


SHOW2 


HB02 


SHOW2 Ba* 


SHOW2 


SHOW 


SHOW 


December 19-25 


St. Cloud Times 21F 


bined with stories of the Red Cross in 
action helping people around the 
world. 


the heaven-storming composer whose 
symphonies and countless other 
worts revolutionized the world of mu¬ 
sic in the late 18th and early 19th cen¬ 
turies. Interviewees include violinist 
Isaac Stem, conductor Kurt Masur 
and violinist Anne-Sophie Mutter. The 
program includes concert perfor¬ 
mance excerpts of the composer’s 
work. 


Christmas Eve. Directed by Richard 
Dormer, the 1988 comedy also stars 
David Johansen, Karen Allen, John 
Forsythe, Carol Kane and Alfre 
Woodard. 


8 A.M. ON SCIFI 

Feeling a little spaced out from all 
the holiday preparations? Sd-Fi offers 
some support with an all-day, all-night 
marathon of the late 70s space dra¬ 
ma. Lome Greene, Richard Hatch and 
Dirk Benedict star in the tale of hu¬ 
man refugees cruising the skies in 
search of the fabled planet Earth af¬ 
ter their mortal enemies, the Cylons, 
wipe out all the other human space 
colonies. 


Movie: It's a Wonderful Life 

7 P.M. ON NBC 

Time’s running out if you haven’t 
had your fix of this holiday perennial. 
James Stewart stars as George Bailey, 
a small-town businessman facing fi¬ 
nancial ruin who wishes he’d never 
been bom. An apprentice angel earns 
his wings by showing George just 
what a difference his seemingly in¬ 
significant life has made. 


The World’s Funniest! 

8 P.M. ON FOX 

A special Christmas Eve outing of 
the video clip show includes footage 
of some unconventional Santas, in- 
Movie: Scrooged eluding a dog dressed as Kriss 

7 P.M. ON HBO Kringle and a jolly old elf who’s 

In this modem adaptation of more naughty than nice, as evi- 
Charles Dickens’ tale, the Ebenezer denced by his habit of lifting goodies 
Scrooge character is Frank Cross from stores and shoppers’ bags. 
(Bill Murray), a greedy TV executive There’s also a young Christmas 
who figures since he hates Christ- recital participant who commits a 
mas, no one else should enjoy it. But minor blasphemy when he tires of 
his outlook is changed after a visit holding baby Jesus. James Brown 
from (surprise!) three ghosts on hosts. 


The American 


7 P.M. ON FOX 

Country star Clint Black and his ac¬ 
tress wife, Lisa Hartman Black, host a 
tuneful hour that captures the spirit 
of Christmas. Holidav music is com- 


7 pm on a&e Clint and Lisa Hartman Black 

“Beethoven: The Sound and the THE AMERICAN RED CROSS HOLIDAY 
Fury” profiles Ludwig van Beethoven, MUSIC SPECTACULAR 


FRIDAY EVENING 


December 24,1999 


B - Bresnan A - Astound 


NYSE 5409892 
Crossfire (CC) 
Digital Jam 
Public 815366 


National Geographic Explorer 4122705 
World Today 370057 


43 CEOS 5418540 
40 Moneyline Nws 
Moneyline Nws 
3 American Pres. 

TT (4:00) Public Affairs 
iF Fox Report (CC) 


Tim Russert 5765908 
"Newsstand 309569 
Moneyline Nws | Moneywe 

Discussion of President Rutherford B 


Geographic Explorer (R) 7314705 

51095 | Moneyline (Ft) Larry King Live (R) (CC) 169163 

im (R) _ (Off Air) 

I Affairs 961279 American Presidents 979724 


Larry King Uve (CC) 389705 
Biz Buzz (R) [Entrepreneurs 
American Presidents: Life Portraits 


Prime Time Public A 
Prime Time Public A 
O’Reilly Factor (CC) 




Hannity & Colmes (CC) 

News With Brian Williams (CC) 


Special Report (R) 

News With Brian Williams (CC) 


Best of Sportscenter 25481 1 


Ath- 50 Greatest Ath- Sportscenter (CC) 102618 


NFL 2Night (CC) Bowl Kickoff an 

223540 517892 

(4:00) Auto Racing NASCAR Winston 
Cup -- Pepsi 400. (R) (CC) 4776908 


NFL Matchup 

267279 _ 

Winter X Snocross 

7827502 


letes 474347 
NFL Matchup 

_ 7318521 _ 

marks the running of the 1979 


_ 479892 

Man Competition NFL 2Ni 

__ [7320366 

Voices of the Game: Part 13 


Harlem Globetrotters Holiday. From Orlando. Ra. (R) 4117873 


NFL Films Pre- World's Stranges 

sents 7543845 1998 (R) 5753163 


1979 Daytona 500 A 

3928434 


Voices of the Game: Part 1 7897298 


3464182 


ESPNews 


Golf Arnold Palmer Hospital Gala. Back nine coverage with Arnold Palmi 
Lehman. Davis Love III and Tiger Woods. From Ugomer, Pa. (R) 9035705 

Magic vs. Bird Game That Changed the | FOX Sports News 704786 
Game. (R) 448618 _ 

Hunting With Hank [Comple 

(R) 4403502 8820057 

Classics 9047540 

Izine 7911618 


Tom Workshop 4413989 Workshop 9861347 


Golf Arnold Palmer Hospital Gala. Front nine coverage with Arnold Palmer. Tom 
Lehman, Davis Love III and Tiger Woods. From Ugomer. Pa. (R) 5493892 

Major League Baseball: All-Century I Hardcore Football (R) 451182 
Team 442434 

Doc on Point Wings of Autumn Sportsman’s Jour- Days of a Sp< 

8430637_ 1354892 _ nal 8416057 man 8428892 

♦ * * “Road Scholar" (1993, Documentary) Writer Andrei Codrescu samples, 
ca’s nch culture. (1:21) 5495250 _ 


Golf Junior Acade¬ 
my 1372298 


Workshop 1356250 


989038 Review 767818 

Adventure Quest (R) 8841540 


Wings of Autumn Sportsman's Jour- Days of a Sports 

(R) 7920366 nal (R) 4415347 man 9863705 

Motorsport 7920366 * * * “Road Scholar" (1993, Docume 

tary) (121)8572182 


Doc on Point (R) 

7911618 


AutoWeek M 
zine 1341328 


(5:00) ***“The 
Flamingo Kid" 


the death of a team is held 


Mask" (1998, Adventure) Leonardo DiCapno. Jeremy (:45) * * * “Go Now" (1995, Drama) Robert Carlyle. A dedi- 
ipt to unseat the tyrannical King Louis XIV by using his im- cated lover tries to help an athletic construction worker cope 
rir plan. PG-13’ (CC) (2:12) 86658502 _ with the onset of a debilitating disease. ’R'(121) 3293569 

g" (1998, Suspense) Bruce Willis, Alec Baldwin. A maver- (:40) * A “Alient" (1986. Science Fiction) Sigourney 
a 9-year-old autistic child who broke a top-secret govern- Weaver. Michael Biehn, Paul Reiser. 'R' (Adult language, graphic 

age violence) (CC) (1S2) 95915453 _ Ivtolence) (2:17) 99651279 _ 

■ama) Jim Car- |(:45) * * “Dead Weekend ’ (1995, Science Fiction) Stephen |(:10) *** * “Close Encounters of the 
nguage. adult Baldwin, David Rasche. Alexis Arquette. R' (Adult language. Third Kind" (1977) Richard Dreyfuss. ‘PG 
_adult situations, nudity, violence) (122)590830 95 1(00( 2 15) 56547521__ 
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22F St. Cloud Times 


December 25,1999 

10:30 11:00 I 11:30 

Puzzle 80361 'Colle g e Football 110831 _ 

Rhino 71699 Christmas Festival 83583 _ 

SavedBell 77496 City Guys 79293 HangTime 70922 

Avengers 71854 NFL 82309 Cosby 83038 

Boy World 79800 WCW World Wide Wrestling 58835 

Pokemon 91670 Detention 84729 1 Pinky & the Brain 

Paid Prog. 17632 [Paid Prog. 42767 Paid Prog. 43496 
Denvce Graves - Christmas 888941 Tasha T. 934093 


SATURDAY MORNING 


10:00 

Red Boots-Cms 
Rescue 40380 
Whatever 33038 
Beast 40545 
Paid Prog. 31670 
Pokemon 84941 
Paid Prog. 19651 


9:00 9:30 

Peppe r 91477 Sabrina 35309 

Anatole 42187 Blaster 93309 

Christmas With the Stars 54670 

Digimon 86274 
Denny H. 55598 
MeninBIck 33390 
Paid Prog. 28748 Paid Prog. 55380 


6:30 

House 82380 


(El) 41877 | Doug (El) 68534 |Re 

Saturday Early Show (CC) 84212 __ 

Bound 19458 1 Arete Awards for Courage 27187 [Eleven Who Care 28816 

Critter 59293 Rangers 88293 Monster 94800 Digimon 69019 Godzilla 51090 Monster 75670 

Paid Prog. 17090 Paid Prog. 53380 Paid Prog. 49187 Paid Prog. 63293 Paid Prog. 62564 Paid Prog. 538 

Rambo 60361 Sharks 99361 Monkeys 18496 Batman 89835 Pokemon 8810 6 I Batman 79458 

Paid Prog. 35699 Archie 31361 Paid Prog. 50496 Paid Prog. 38125 |Secrets 37496 

Noddy (El) (CC) 49361 Jessye Norman - Home for the Holidays (CC) 93670 

lennie^194^DramanosephTotieM1^6r38756r , ^^ M ^HHH^A7ian for All SeasonTTr^Tc^^ Robert Shaw. (2:00) 8C1835 

26) 480106 Iaaa -The Turning Point” (1977. Drama) Anne Bancroft. (1 59) 18776854 |(:05) aaa “The Bishop's Wife" (1947, Fantasy) Cary Grant. (1:48) 39752038 Great Christmas Movies (R) 544496 

Animal 57835 Zooventre 86835 I Acorn 98670 I Horse 50361 | Bird TV 59632 Petsburgh 73212 |Good Dog 84816 I Breed 48187 |K 9-5 79496 Izig & Zag 73651 | Horse 74380 

Paid 315632 Paid 473372 Paid 423057 Jam Zone Music videos. (R) 336125 _ All Top 10 (R) 528421 _ Hits From the Street (R) 423877 

Toons 4041941 Christmas Pac |Scoob 2539903 [Town 2538274 IFlintstones Christmas Carol 3909380 __ George-Junior Animaniacs 

Pro Golf 638867 Saturday Morning 732699 'showbiz 190564 [Style 818458 Travel : 416647 1 Football 196748 CNN Saturday Dot com 299274 

(CC) 6506922 Saturday Night Live (CC) 4927962 1 Stein's Money Stein s Money ~ Saturday Night Live Christmas special. 5153309 A * “Ghostbusters II” (1989, Comedy) (1:42) 2070583 

Paid 8531212 Paid 4106767 [Paid 4185274 [Paid 4462545 [Paid 4461816 Paid 4485496 | Paid 7048895 | Paid 8522564 Paid 4474380 [ Paid 7374187 ;Paid 7375816 

ence 611729 Saturday Journal (Live Phone-In) 1 26835 Saturday Journal (R) 485090 Public Policy Conference 125106 

Paid 434545 Paid 170835 [Paid 182670 I Outward Bound [Real Kids, Real Hunter-Croc I Incredible Story Studio 61136651 [Mega Movie Magic Wild Rides (R) 168090 _ 

Ducktales (CC) Bear 419922 Bear 405729 Otter 883458 Rolie Polie Olie "Spot 806309 Bluetoes. Elf (9:55) “Babes in Toyland '48140670 |" Rudolph-Frosty "44559816 _ 

Joyful 1604748 Solemn Mass of Christmas (R) 756545 N a nny 569670 Francesco Friendly World 959057 UrbiEtOrbi I(:45) Solemn Mass of Christmas Day (Live) 21171800 

Gold 610903 Life of Santa Claus 201545 [Santa Is Coming to Town 202274 Rudolph’s Shiny New Year 239187 S Club 7 634583 Big Wolf 732564 | Weird Ohs (CC) [Kids 388767 

MASH 7860583 American Baby (R) Healthy Kids (R) Picket Fences (CC) 7791274 _ Beverly Hills. 90210 (CC) 7301583 A A * “Big” (1988, Comedy) Tom Hanks, Elizabeth Perkins. (1:42) 5103922 

Paid 623477 Paid 352477 Paid 364212 Paid 726903 Paid 725274 PaidJ749854_ Paid 450458 Designing W omen [Designing Women [Golden 383212 [Golden 384941 

Paid 131632 Paid 877922 P a id 863729 Secrets 267496 Fishing 266767 AdvntgOutdoor Ducks 984651 In Fish 155212 Outdoor 246903 In-Fish 355090 Bassmasters (R) 

Ace Ventura Doug 1 78477 Rocko 180212 Rug rat s 542903 Rugrats 541274 Spongebob Sq. Arnold 276458 Wild Thomberrys Beavers 561038 Catdog 672583 Real Monsters 

380 (6:55) aaa “Cheaper bythe Dozen" (1:25) 8217800 (“Love Affair: Eleanor & Lou Gehrig Story” 57520922 _ (:05) “Celebration Family” (1987) (CC) (1:40) 41501477 “Going for Gold 1 

Paid 3906293 Paid 4049583 I Paid 4028090 A A “Abbott and Costello Meet the Killer, Boris Karloff” (1:24) 3994458 A A “Abbott and Costello Meet the Mummy" (1955, Comedy) (1:19) 2896767 

Colb y's Clubhouse Crime 4111699 Re ppie s (El) Joy 4477477 jQu igl ey's Vil lage [Gospel Bill (El) | Attic 5343467 Facts 8537496 |Crime 4489212 [Reppies (El) |Colby 

FamTies 608011 Family 723941 Family 719748 Family 104767 | a a A a “Planet of the Apes” (1968) Charlton Heston. Roddy McDowatl, Kim Hunter. (1:52) 444564 “Beneath Planet” 4407776 

aaa “The Secret Garden" (1949) (1:32) 14492816 _ (:15) a a a “The Wonderful World of the Brothers Grimm” (1962) Claire Bloom (2:09) 37936922 I A As “Fli pp er" (1963) Chuck Connors. (1:30) 32 

Paid 609800 I Paid 862090 (Paid 881125 Home 252564 [Home 251835 I Home Savvy (R) |Home Savvy (R) | Hometime: Repairs Hometime: Repairs Home 357458 |Horm 

Story” 811767 A A A “A Christmas Story" (1983) Peter Billingsley. (CC) (1:33) 866816 _ A A A “A Christmas Story" (1983) Peter Billingsley. (CC) (1:33) 165699 _jAI 

Ab bott 8816816 Powers of Matthew Star 8678570 IAirwolf “Mad Over Miami" 3723629 ~ Love 7167309 [Maude 1968632 Marcus Welby, M.D. 7951477 _All i 

os Plaza Sesamo El |Desfile de Navidad Disney Camara Infraganti [Complices Fam Nav 

d" (1:21)822293 A a “Problem Child 2" (1991) John Ritter Michael giver. (CC) (1:31) 727767 1WWF Live Wire 695729 A A a “Pure Luck” (1991) Martin Short. Danny 

Business Rpt. j Christmas at Christ Church 291748 Feed the Children 394274 Griffith 799670 | Outdoor 880361 |Soti 

5SofSpor55ntiw(Rpi9090 ^^^ l ^^^^"^^BestofSportsSnt?^Rri8969^"" M ^"™ — "^^™ l |Sport8centef 540670 
Sportsman's Quest Spanish Fly (R) Safari 4469458 Great Outdoors NFL 9848877 Auto Racing NASCAR Winston Cup - Goody's 500. (R) (CC) 9843187 

Paid 894699 Las Vegas On-Pole 264309 Sportsman (R) Sports 982293 Discover 153854 I Midwest Outdoors Football 353632 [Spor 

Americana^u^^j^^nPoinnRPjwing^976545^^ NR A 7990125 Hunting With Hank Day-Sportsman Sports. Jrnl. Adventure Quest (R) 5470 

Be Wild" (1995JJ1:40) 61551629 _ (:35) aaa “ Into the West " (199 2 ) PG (1:4 2) 12900816 (:15) aaa “The Love Bug" (1969) Dean Jones. *G’ (CC) (1:47) 6622 

998) PG-13’ (CC) (1:33) 3381458 |(:45) Century of Livin g (R) (CC) 18013212 [Inside the NFL (R) (CC) 539564 ‘Wyatt Earp” (CC) (3:11)7 

■iunt" (1997) Nathan Lane. PG’ (CC) (1.37) 1 9588903 [ A A * “The Sicilian Clan" (1969, Drama) Jean Gabin. GP' (2:01) 626564 aaa “Gremlins" ‘PG’ (1: 

n at Mega Mountain" (1:33) 3159854 |(:45) A A A “The Borrowers” (1998) 'PG' (123) 4390274 [(:15) A a Ove rni ght D eliver y 77 !^) (1:27) 4662106 |(:45) 

"Looney Looney Loone y Bugs B unny Movie ” 94911449 1(8:50) “Curtain C al l” (1998)‘PG-13’(1:34) 58974908 | A A A “Curly Sue" (1991) PG' (CC) (1:42) 5919 

43) 88703038 |(:05) a A * “The Land Girls" (1998) Catherine McCormack (1:50) 31864545 I A As "Something Short of Paradise" (1:27) 8279309 Fleb 


KSTP 5 
WCCO 4 
0 )KARE 11 
EBWFTC IS 
OKMSP 9 

EBkmwb 2 ; 
CDkpxm i: 

0KTCA 2 


Stein's Money 
Paid 4461816 


(CC) (1:36) 816090 


775090 




December 25,1999 


3:00 | 3 :30_*00__ 4:30 1 5:00 5:30 

na Bowl - Arizona State vs. Wake Forest. From Honolulu. (Live) (CC) 780019 _ 

NFL Foo tball Denver Broncos at Detroit Lions. From t he Pontiac Silverdome in Pontiac. Mich. (Live) (CC) 9124% 

Gravity Games (CC) 19729 [News 2583 |NBCNew»93 

ma) Steve Martin^l .46) 96090 IA A a “The Rocketeer" (1991) Bill Cam pbe ll, Jennifer Connelly. (1:49) 96831 

he Pooh" (1977) (1:14) 98816 |V.1>.■DrStrangeVal" (R) 75477 iBaywatch Ha waii "Weak Link"6922 

A a “The C hris tmas Box" (1995, Drama) Maureen O’Hara. (1:37) 111361 aaa “Scrooge" (1935) (1:18) 319 

Bonanz a The Last Haircut* 47212 Eight Is Enough (Part 1 of 2) 33019 Eight Is Enough (Part 2 of 2) 51854 

Vanj>oghjj/anj^_TapeV729_[Jujia941 ~ Cooking 8729 [Money 293 

Sr^1^?Wes!ern^TnW^r^Jef!rey*Hun!er^mM!ierTl^9n^5^ |“The Little Princess Tn^seoSoj 
tick Nelson. (221) 981545 1A A A A “ Around the World in 80 Days" (1956) David Niven. (2.53) 347403 

Vets 96877 ~ {Rescues 31187 Wildlife 43922 ~ [Wildlife 49106 "[Cat Diary 46372 {Tnsectia 3045( 

Videolink (R) 522552_ Teen S ummit (R) 877449 Rap City Top 10 (R) 191854 

Tom and Jerry 5325564 Tom and Jerry 5344699 Tom and Jerry 5562187 

CNN Saturday ;Mo ney 572019 CNN Saturday ]Evans 580038 Worldview iC( i ' {Sources 5640 
Saturday Night Uve (CC) 4488293 Comica Coma Home (R) 4394800 Sinbad: Afros 8482090 

92) Ray Sharitey (13 5) 5728477 Crime Mortal (R) 7398767 Crime Stories (R) 1181767 

anca 847818 American Prasidsnts: Life Portraits (R) 881651 

Are Vou fteing Welched? (R) 853458 ScienceMysteries (R) 665293 |Flee Zone (R) 687800 

8570108 jrth » ♦ I Irnsst Saves flamlmas" (1988) Jim Varney. (1 26) 88237496 lHlom-Christi 

Urbi t t OrdTKhn Paui i 678 498 [Mother Ange lica Live (R) 658903 Juggler of Notre tWvns (R) 783038 

0 a AH l Want "Sr ChnstmaO” (1901) Harley Jane Kozak. ( 1 32) 193187 (“Like Father, Like Sants" 744309 

T artareil, Amen" (200) 3259380~ 
A A “Ebbte" (1995) (1:37) 740583 
"The Gathering, Part It" 258748 

495361 


a 12:00 j 12:30 1:00 1:30 2:00 

_5_ (11:0 0) College Footbal l Blue-Gray All-Star Classic. (Live) (CC) 110831 _ 

4 Sports Spectacular 76632 I NFL 94699 I NFL All-Iron Team 885854 

11 _ Paid Prog, 68748 S p orts 93922 {Paid Prog. 54019 [Who's Got Game Challenge (CC) 443767 

10 aav, “Newsies” (1991, Musical) Chnstian Bale, David Moscow. (2:01) 60309 _ A A t “A S impl e Twi 

9 A A y, “The M a n in tteMoon" (1991) Sam Waters ton. (CC) (1 39) 28106 [ A A A “The Many A 

23 [Full Hse. 82922 [Malibu CA ~17To6 I A A t “Santa Claus" (1985) Dudley Moore, John Lrthgow. (1 52) 

its 664% Paid Prog. 30632 [ Paid Prog. 65767 Paid Prog. 58767 

ss 79729 Joffrey Nutcracker (CC) 90212 Nature‘Extraordmar 

“Chisum” (1970) John Wayne, Forrest Tucker. (1:51) 670767 _ 

(1951, Fantasy) (1 26) 253632 I A A a "Rio Bravo" (1959. Western) John 
rgh 88632 [Good Dog 85106 Breed 87903 ^Tk 9-5 (R) 16380 

Madd 823813 [Sports 605767 Heart 198767 

4040212 2-Oogs 2888748 Scoobv Doo 


50 “Flying Misfits' 

58 A A A “A Christmas 

36 Bird TV 60748 

81 Teen Summit 685903 

37 Tiny Toon Adv. 


Freakazoid! 


48 (10:30) “Ghos tbusters II " 2070583 A A t “T rapped in Paradise' 

44 Your Turn 7690036 _ [Crime Stone s (R) 8498336 

3 American Presidents: Life Portraits President Chester Arthur (R) 493545 

32 Fun House IR) 291767 Unto the Unknown |R) 277187 

?!_ '"Rudolph-F rosty" 44559816 _[Holida ys in Concert (R) 53221 

25 Solemn Mass 21171800 Pope John Paul II Opens the i 

33 Angel s 723816 [S Club 7 378800 A A “Christmas Every Da/M 

55 A A A “Lucas" (1986, Drama) Corey Haim. Kem Green. (1:40) 7871699 
51 _ Very Katie Christma s (R) 473309 I A A “Unli kely Anger (1996) [ 

74 Bassmasters (R) I Trucks! 995767 Car 876293 

34 Gar field 5450% [Gadget 270274 [Flub 177748 

56 “Going for the Gold: The Bili Johnson Story" 15726941 

54 A A A -Abbott and Costello Meet Frankenstein" (1948) (1 22) 3917309 
24 Kids 4470564 | Faith vilie (El) I Kids 4103670 [Dale Evans 

15^ "Beneath Planet " 44077767 |(70 5) aaa “Es cape From the Pla 

57 A A A * “Harvey" (1950) James Stewart, Josephine Hull. (1 44) 8997458 

35 Tattoos 255651 [Nose 980835 IWolf in Dog's Clothing (R) 978090 

52 (11:00) “A Christmas Story" 925293 A A A “A Christmas S 

38 Gunsmoke 1981583 Alias Smith and Jone: 

30 Control Caliente _ 

53 AAA “Roxanne" (1987) Steve Martin. Daryl Hannah. (CC) (1 46) 

6? Go!^ngSI^D!ampI535T5^26610^^™™™^^Golf Senior Match Play Challenge 
6^ Auto Racing: NASCAR 9843187 Auto Racing NASCAR Winston Cup^Winston 500 Frc 

T Snow Zn 268125 | Surf 993309 Ski 874835 |Skl 985380 Figure Skati 

67 | Warren Miller’s Global Adv. 8716800 Attack on the And— (R) 8805748_{Outside Mai 

I00|(:10) a A , -He-Di^ Rides A jam" G (128)T2055S7“’ , ^T!5iTT B -Hert^ Goes to Mont' 

►Oo lnTi^O) AA»"Wy att Earp 11994) Kevin Costner. PG-13'(3:11) 74317800 [Any Given * 

,20 (11:00) “Gremlins" (1 46) 509699 A A A “The Man Without a Face " (1993) Mel Gibson. 1 

401(11:45) “Bean" (1997) (1:30) 5240651 (:15) A A 'The Man i n the Iron Mask” (1998) Leonard 

0611:15) ♦ A "One Crazy Summer' (1986) John Cusack P G' (1 33) 57598748 1(1:50) “We’r 

701(11:35) "Bebe's Kids” 781 3 ^54^ fo Lola ’ (1997) PG' (CC) 42947106 


ty) Nicolas Cage (1 52) 

a A “In the Line of Dul 


Science of Chnstmas (R) 459654 
a a ^ Tl Needy Wasnt Ch ristmas” (137 
and Vespers 359600 
Bdy) Robert Hays (CC) (1 36) 622748 
1 a A . The Jewel of the Nile ” (1965) Kac 
l, Roddy McOowai. (136) 628S22 
My Classic Car (R) [Horsepower TV (R) IShedetr led! 
Kablam! 279545 [Wild A Crazy Kids Figur e rt Out 
“For Us the Living: The Medgar Evers Story" 9566596 

~ 1 a a Ghost Dad” (1990) Bi Cosby, Kint 

BJ Robinson [Gavin MacLeod 
net o f the Ape s” (1971) (1:38) 4653038 

_ A A At “TomThumb" (1958) Russ Tamb 

Survivors (R) 158309 

I Peter Bi llingsley (CC) (1:33) 136167 _ 

[Mannix 8831125 

_ tupsr fabtdo Se nsacl onsi 

_ A A “ Greedy " (1994) Michael J. F ox, Kirk 

Xena: Warrior Princess (R) 707699 


in sHs NA SCA R (H) ICC) 367635 Rolierjam: Teams TB A 379670 

Secret of Alex [Shelby 496090 Strange 415125 I ■■ 

(2: 55) a a “Nadia' (1964) Leslie Weiner (1:40) 97389496 j 
rly Russ ell. (CC) (1 24) 7779767 " ~ IA A “Almost an An 
Walt Mills [Cherry 5465458 [Mike Barbe r 

(.05) A A % “C onquest of the Planet of the Ap*s'J1972) (1 26) 
n Alan Vbung (1 32)9664563 | A A Ax “ Chilly Chm 

wont Lines (R) 352903 [Los t Ships: Ghost i, 

♦ A A ChriSltniS S tory" (196 3) PMe r Billingsley (CC) (1 i * ,'034 
Emergency! 5931564 lfc—W 

|B SuperlBlno 


>ablam! 411309_[Oh-Csrtoons! 

Love Affair: Eleanor A Lou'frhrlg Story""60815922 

te r (199 0, Comedy) Paul Hogan. (CC) (1:35) 5573293 
Irock .173477 


Tripp 1177564 Zola Levitt (CC) 


Battle-Api-s" 20463941 


1 %7903 


ndary Jmvs. 44/670 


. (Taped )J 30583 
Superspeedway in 


|Figure Skating Grand _9iam'jjp STeams’(Tape3[M4tf4l [Signature Series Hockey 636477 

* a a ... f A 4 0 - _ « A 4 * * V i m • - ■ ma - • ■■ ^ «■ ^ I ^ I Jr —— ~ 

Gear 1311187 

10 Be Wild ' 93677B35 
t Fries" (1 33) 37948125 


IS) # a Herbie Goes Hanann (1 40) 

► 4 fairy Tele A True Story (m/f il i-i, u 
inary <i'r0/)l . M< (,«</«.» HiM.ul 41) toeu fl ^ 

, fl of Love The Danial Huffman Siniy . *■ i r.in/ 


742941 


fhe HuyiuU Movie" G 


( 20) "Curtain 

I " "M,.)'j4vn«sWnod» H 1 60104 


Harhman ( 



34 

40 

CNN Saturday | 

[Science 812274 

CNN Saturday 


811545 | 

Money 857212 

Movers 560274 

OMSiMsy 

Money 572019 | 

CNN Saturday 

Evans 580038 ] 

Worldview (CC) | 


(Gospel Bill (El) 

Attic 5343467 

Facts 85374% 

Crime 4489212 

Reppies (El) 

Colby's Clubhouse 
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Family Best Bets 


St. Cloud Times 23F 



1 





Ziggy Marley (right) and the 
Melody Makers 

ONE LOVE: THE BOB MARLEY 
ALL-STAR TRIBUTE 


nday 

One Love: The Bob Marley 
All-Star Tribute 

7 RM. ON TNT 

Filmed on the beaches of Ora- 
cabessa, Jamaica, singers Sarah 
McLachlan, Erykah Badu, Sheryl 
Crow, Lauryn Hill, Queen Latifah and 
Busta Rhymes perform in a concert to 
honor legendary musician Robert 
Nesta Marley. Ziggy and Rita Marley 
join the various artists to celebrate 
reggaes most influential ambassador. 


T 



ay 


Movie: Miracle on 34th 

7 RM. ON FOX 

One of the most enduring holiday 
movies of all time gets a contempo¬ 


rary update, courtesy of writer-pro¬ 
ducer John Hughes. In this 1994 ver¬ 
sion, Richard Attenborough dons the 
red Santa suit, as a department store 
executive (Elizabeth Perkins) finds 
her cynicism replaced by the Christ¬ 
mas spirit. Mara Wilson and Dylan 
McDermott also star. PG 


Friday 

Movie: Mrs. 


in 1910. Now Mrs. Claus must help the 
lonely neighborhood children and 
find a way to return the sled in time 
for Christmas. Charles Duming stars 
as Santa, with Michael Jeter as his 
head elf, Arvo. TV-G 


7 PM. ON CBS 

In this 19% musical, Mrs. Claus 
(Angela Lansbury) concocts a plan for 
a more efficient route for Santa. But 
when she feels neglected during the 
Christmas rush, she ventures out to 
test her plan on her own. Problems oc¬ 
cur when a gust of wind strands Mrs. 
Claus on Manhattans Lower East Side 

Children’s Programming 


Movie: Rudolph the Red-Nosed 
Reindeer The Movie 

7:30 PM. ON DISN 

In this updated 1998 version, the 
docile reindeer Rudolph is still 
ridiculed for his vibrant nose. The 
twist is that he runs away with his 
friend Zoey in tow and encounters an 
evil Ice Queen and her wrath after 
crossing a forbidden bridge. When 
Santa comes to the rescue, he discov¬ 
ers Rudolph and his unique nose may 
come in handy for the toy delivery de¬ 



tail. John Goodman, Eric Idle, Whoopi 
Goldberg and Bob Newhart are just 
some of the stars who lend their tal¬ 
ents to this animated yam. The sound¬ 
track includes a performance of “A 
Wonderful Christmas Time” by Paul 
and Linda McCartney. G 

rday 

Movie: The Rugrats Movie 

5:15 P.M. ON SHOW 

Perfect for children under 10, this 
1998 animated adventure swims in all 
the potty humor that made the “Ru¬ 
grats” TV cartoon so popular. Kids 
will enjoy the various adventures of 
Tommy Pickles and his friends in 
their attempt to handle the new addi¬ 
tion to Tommys family, little brother 
Dil.G 


Sunday 


8:00 a.m. B Noddy Mrs. Claus grants 
Truman’s wish and brings him to the North 
Pole to meet Santa; the goblins are invited 
to the Toyland Christmas party. (CC) A 
(El) 22068 

8:35 a.m. RETO Boneheads: Detectives 
of the Paleoworld How stealth and intel¬ 
ligence helped mammals outlast the di¬ 
nosaurs. 34427890 

9:00 a.m. RET7I Snowman A little boy's 
snowman comes to life. Narrated by David 
Bowie. (R) A 448703 

9:10 a.m. rim Jaws & Claws Razor- 
sharp talons, keen vision and high-speed 
flight make birds of prey lethal. (R) 
98586838 

9:30 a.m. mm Teddy Bears Christmas 

A teddy bear that can come to life travels 
to a department store to find a similar bear 
for its owner's little sister. (CC) (R) A 
522187 

10:00 a.m. 03 Popular Mechanics for 
Kids Traveling to Universal Studios’ Is¬ 
lands of Adventure to examine various 
theme rides. (R) (El) 58631 
10:20 a.m. Rim Adventures of A.R.K. 
When hunters kill exotic wild animals at a 
nearby ranch, the Animal Rescue Kids go 
under cov er. (R) 54367155 

2:00 p.m. eud Z Games Four new 
games include Punting, Golf Hockey. 


Roller Ribbon Relay and Sock Tag, which 
requires dangling socks. (CC) (R) A 
198161 

fiTTl How the Grinch Stole Christmas 

The miserly Grinch tries to ruin Christmas 
for the Whos. (R) 476971 
3:00 p.m. IaViTH Francesco’s Friendly 
World “The Gifts of Christmas" 
Francesco’s friends give their Christmas 
presents to the poor people they feel need 
them most. (R) 327890 
4:30 p.m. I A.'iiTl Christmas for Little 
Children Music and stories for children 
highlight this Christmas celebration. (R) 
179839 

5:00 p.m. RTCl Are You Afraid of the 
Dark? Wiley, an average hockey player, 
makes the team with the help of a hockey 
stick that belonged to “Jake the Snake.” 
(CC) A 344567 

5:30 p.m. RH71 Baby-Sitters Club Clau¬ 
dia’s new line of jewelry is destined to be 
a hit. until the jewels are stolen. (CC) (R) 
A 845567 

rrqi Animorphs The Animorphs are 
suspicious of a new club called The Shar¬ 
ing that everyone in town is eager to join. 
(CC) A 274203 


Saturday 


7:00 a.m. B Noddy Mrs. Claus grants 
Truman’s wish and brings him to the North 
Pole to meet Santa: the goblins are invited 


AMC Latenight Movies 


Sunday 


2:00 a.m. fITTra “The Bridges at 
Toko-Ri” ★ ★ ★ (1954, Drama) 
(1:45) 781 6204 

3:45 a.m. “Battling Butler’ 

it it it (19 26) (1 :15) 94563952 
5:30 a.m. 0713 “Sherlock, Jr." 

★ ★ ★ (1924, Comedy) 176730 


3:00 a.m. rT7T3 “What Price Glo¬ 
ry?” it it '/, (195 2) (2:00) 577743 
5:00 a.m. ECT1 “The Three 
Ages” ★ ★ ★ (1923, Comedy) 
(1:30) 297236 


Thursday 


Monday 


2:00 a.m. m3 "To Catch a 
Thief” it it it'/, (1955, Mystery) 
(2:00) 582 808 
4:00 a.m. fIT7T3 “Seven 
Chances ” ★ ★ ★ (1925) 200268 
5:00 a.m. 0713 “The General” 
it it it it (1927(1:30) 727841 


12:15 a.m. P7T3 “The Falcon’s 

Brother” it it'/, (1942, Mystery) 
(1:15) 728 35366 

1:30 a.m. Q7T3 “Murder on a 
Honeymoon” ★ ★ % (1935, Mys¬ 
tery) (1:30) 486724 
3:00 a.m. P7T3 “The Angry Red 
Planet” it'/, (1959, Science Fiction) 
(1:30) 147182 


Tuesday 


Friday 


1:00 a.m. P7T3 “Funny Face" 

★ ★★ (1957, Musical) (2:00) 

172261 _ 

3:00 a.m. Q7T3 “Stagecoach” 

it it it it (1939, Western) (2:00) 
924071 

5:00 a.m. P7T3 “Our Hospitality” 

★ ★★ (1923, Comedy) (1:30) 
717464 


1:30 a.m. QSH “The Bishop’s 
Wife” ★ ★ ★ (1947, Fantasy) 
(2:00) 889 106 

4:00 a.m. fT7T3 “The Lemon 
Drop Kid” ★ ★ % (1951. Comedy) 
(1:30)117748 


Saturday 


Wednesday 


1:05 a.m. Q7T3 “Angel and the 
Badman” ★ it it (1947, Western) 
(1:55) 23668507 


3:30 a.m. m3 “Mr. Magoo’s 
Christmas Carol” ★★(1963, 
Fantasy) 2 63133 

4:30 a.m. H7T3 “Santa Claus 
Conquers the Martians” ★ 

(1964, Fantasy) (1:20) 9679171 


to the Toyland Christmas party. (CC) A 
(El) 49 361 

It’s a Wonderful Tiny Toons 
Christmas A frustrated Buster Bunny is 
visited by an angel who shows him what 
Acme Acres would be like without him. 
404194 1 

RTT71 Bear in the Big Blue House When 
the gang finds an old dog shivering in the 
snow, they give the dog the greatest gift of 
all - a home. (CC) (R) (Part 1 of 2) 419922 
fm Life and Adventures of Santa 
Claus From childhood, Santa is destined 
for his immortal mission. Based on a story 
by L. Frank Baum. (R) 201545 
7:30 a.m. Christmas Comes to 

Pac-Land Pac-Man and his family help 
Santa with his sleigh trouble on Christmas 
Eve. 4037748 

RTT7I Bear in the Big Blue House When 
the gang finds an old dog shivering in the 
snow, they give the dog the greatest gift of 
all - a ho me. (CC ) (R) (Part 2 of 2) 405729 
8:00 a.m. Nutcracker Scoob 

While visiting a children’s home during 
Christmas, Scooby and his pals search for 
a mysterious treasure. 2539903 
fm Santa Claus Is Coming to Town 
Fred Astaire narrates a musical look into 
the mysteries and myths of Kriss Kringle, 
alias Sant a Clau s. (R) 202274 
8:30 a.m. Town That Santa For¬ 

got Santa has other plans when a boy 


with too many toys still craves more. 
2538274 

8:35 a.m. RPR Real Kids, Real Adven¬ 
tures An 11-year-old is trapped in a run¬ 
away hot-air balloon and must quickly 
learn how to land it. (R) 34296922 
9:00 a.m. Flintstones Christmas 

Carol Fred assumes the character of 
Scrooge and Bamm-Bamm plays Tiny 
Tim in this animated retelling of the 
Charles Dickens story. 3909380 
RTT71 Spot's Magical Christmas Spot 
helps two of Santa’s reindeer find their 
sleigh. (CC) (R) 806309 
i a ,'n:I Francesco's Friendly World “The 
Gifts of Christmas" Francesco's friends 
give their Christmas presents to the poor 
people they feel need them most. (R) 
959057 

fm Rudolph’s Shiny New Year 

Rudolph the Reindeer comes to the res¬ 
cue when the New Year baby is kidnapped 
by an evil bird. Voices of Red Skelton. 
Frank Gorshin, Morey Amsterdam. (R) 
239187 

9:30 a.m. RH7I Bluetoes, the Christ¬ 
mas Elf One of Santa's elves gets his 
toes frozen during an act of selflessness. 
(CC) (R) A 5373670 

9:45 a.m. RTT1 Incredible Story Studio 

Max and Dee save the prime minister 
from the evil Dr. Fogg. (R) 61136651 


Excessive Window Condensation 
or Radon Removal 

Today’s newer homes are . 

built tightly. If you have * 

problems with window 
condensation or Radon, the 
Carrier Heat Recovery 
Ventilator can be the 
solution. 

For more information, 
call today! 


10:00 a.m. Q Red Boots for Christmas 

With the help of friendly villagers, a 
grumpy shoemaker learns the importance 
of giving. ( CC) A 73632 
10:20 a.m. RPR Mega Movie Magic 
“Godzilla": animated engineering. (R) 


“Godzilla 

54209187 

10:30 a.m. 
Mystery 


J Puzzle Club Christmas 
Mystery Mysterious events surround 
Christmas, and the Puzzle Club is on the 
case. (CC) A 80361 

12:00 p.m. Mickey's Once Upon a 

Christmas “Donald Duck’s Stuck on 
Christmas" Mickey and Donald reminisce 
about Christmas with their friends. (CC) 
2545564 _ 

3:00 p.m. Rlgl Secret World of Alex 
Mack Alex and George learn the true 
meaning of Christmas; Vince receives a 
chimpanzee as a gift. (CC) A 767090 
fTIR How Do You Spell God? Children 
of different faiths offer their viewpoints on 
the perplexing questions of life and reli¬ 
gion. (CC) (R) A 141038 

3:30 p.m. RTCl Mystery Files of Shelby 
Woo The hustle and bustle of Christmas 
and a mystery involving a slew of sabo¬ 
taged dinners at a local restaurant. A 
496090 _ 

4:00 p.m. CIH1 Journey of Allen 
Strange Allen searches for the perfect 
Christmas gift for Robbie, but finds himself 
in a store without money. A 415125 
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SATURDAY EVENING 


B - Bresnan A - Astound 


December 25,1999 



BROADCAST CHANNELS 


CABLE CHANNELS 


BRAVO 


CART 


DISCH 


DISCK 


DISCS 


DISNT 


GAME 


ODSY 


ER “Hit and Run' Dr. Ross helps a boy Lost World “Salva- 
whose schizophrenic mother is admitted to tion" (R) (CC) 82651 
the hospital. (CC) 62372 


News (CC) 2816 Roger Ebert & the Walt Disney World Very Merry Christmas Parade A procession of Disney characters Bloopers Outtakes from television sit- 

Movies ‘Galaxy and celebrity guests celebrates the spirit of Christmas. With performances by Harry corns, and national and local newscasts 

Quest." (CC) 6496 Connick Jr., ’N Sync and James Ingram. (Taped) (CC) 91336 and a guest appearance by Drew Carey 

__ (R) (CC) 57545 _ 

Out and About Wheel of Fortune Early Edition ‘Chnstmas" Gary learns the Martial Law “Sammo Blammo'Sammo is Walker Jexas Ranger “A Ranger's Christ- News (CC) 1733922 (:35) Rosen’s (:05) Pensacola: Wings of Gold “Call to 

With Ralph Jon 274 (CC) 854 teddy bear bomber will strike a crowded abducted and awakens with a tamper- mas" The tale of Hayes Cooper, a Texas Sports Saturday Glory" Burner considers giving up flying af- 

skating rink. (R) (CC) 2632 proof bomb strapped to his body. (R) (CC) Ranger with no Christmas spirit. (R) (CC) 5261699 ter he has a brush with death. (R) 5839187 

___[1380___ i _[8816____ 

NBA Basketball New York Kmcks at Indiana Pacers. From Conseco Fieldhouse in Indianapolis. (Live) (CC) NBA Basketball San Antonio Spurs at Los Angeles Lakers. From the Staples Center in Los Angeles. (Live) News 6212477 (:35) Cheers 

951496 (CC) 666816 Woody’s ex-girtfriend 

visits. (CC) 1011545 


turns Futurama "Xmas King of the Hill Bill X-Files “S.R. 819" When Skinner falls seri- Mad TV “I Know What You Did Last Christ- Stargate SG-1 “Gamekeeper 1 ' (CC) 97941 

3) Story’ Christmastime attempts suicide. (R) ously ill, Mulder and Scully suspect foul mas": ‘A Stuart Christmas." (R) (CC) 28926 

in the year 3000. (R) (CC) 24309 play. (CC) 78449 

_46354__[___ 

re- Relic Hunter “Flag Day’ After seeing an News 99545 News 2722941 |(:35) “Holiday Affair” 2450380 


FOX 

S)WFTC 


UPN 

QKMSP 


IND 

GJkpxm 


Top 10 "Toys" The century's most popular Biography “Shirley Temple. Hollywood's 
toys. (R) (CC) 391106 _ [Little Princess" (R) 174651 _ 

A “Santa Claus Conquers the Martians" (1964, Fantasy) |“Around-80 Day" 

John Call, Leonard Hicks, Vincent Beck. (1.20) 980274 _ [765729 _ 

Emergency Vets (R)| Wildlife Emergency I USDAA Grand Prix of Doq Aqility i RT 


(5:00) w * * “The Little Princess'" Biography “Shirley Temple: Hollywood's DanceSport Championship (R) 312699 
(1939) Shirley Temple. (1:31) 560309 Little Pnncess" (R) 392835 __ 

(4:00) * * * * “Around the World in 80 At* “Houseboat" (1958, Comedy) Cary Grant, Sophia Loren, Martha Hyer. An It, 
Days" (1956) (253) 347403 ian symphony conductor’s daughter becomes a maid. (1:50) 536477 


s Christmas 

52) 756019 


Madd Sports (R) Sparks (CC) 826038 Out the Box 715583 Comicview (R) 791903 Live From LA 711767 *** “El Diablo" (1990, Western) Anthony Edwards. Louis Gossett Jr. A gunman 

28 81 802458 _____ [trains a teacher tor a showdown with an outlaw. (1:47) 972093 _ 

(5:30) Celebration of Christmas: Live * *]“Radio Flyer” (1992. Drama) Elijah Wood, Joseph Mazzelto, Lorraine Bracco Two children plan a * * “A Good Man in Africa" (1994, Drama) Colin Friels, Joanne Whalley-Kilmer. A |“Radio Flyer" (1:53) 
100 From Vienna iR) 562854 _ [fanciful escape from their stepfather. (1.53) 612583 ___ naive British diplomat is assigned to an emerging nation. (135) 293106 _ 347767 _ 

! Yogi’s First Christmas 7751361 [Acme Hour 7763106 [Rocky & Bullwinkle I Dudley Do-Right Dragon Ball Z (:45) Sailor Moon 

q 37 ___ . ___ [2540019 _ [2550767 _ 5232500 _ 7520809 

52 73 (4:00) Nonstop Country 2885380 | Nonstop Country 6955729 Big Ticket to Christmas 6964477 [Nonstop Country Country news and music videos. 6967564 Jammin'Country Nonstop Country 

'Man Show (R) (CC) Man Show (R) (CC) 'Saturday Night Live Steve Martin; James Saturday Night Live George Foreman, South Park (R) [Premium Blend (RjlMan Show (R) (CC) |Comics Come Home (R) 9734090 Chris Rock-Pn. 

53 , 48 1334038 _ [1318090 _ Taylor. (CC) 9018038 _ [Hole. (CC) 9094458 _ (CC) 4496212 8813767 _ 7891800 ___ [8524545 _ 

27 44 Crime Stories iR) 8593980 * *>. “Doing LHe” (1986, Drama) Tony Danza, Rocco Sisto. (1:36) 4186903 Cops 7387651 Cops 9048075 Homicide: Life 5722293 RrTthe Line of Duty: War" 7804651 

_ Storm Warning! Cavers are trapped in a Golden Gate Bridge (R) 307767 |Empire State Building (R) 383187 Building Hoover Dam (R) 396651 Golden Gate Bridge (R) 306038 Empire State Building (R) 189583 

18 32 flood (R) 280651 

Home p r°‘Mold- Men inToolbelts Your New House Home Savvy "Effi- Interior Motives‘Housecalls’(R) Home Matters Snowshoes,a birdhouse Caprial’s Cafe (R) Biba s Italian CarioCooksTfitan [Cucina Amore (R) 

, ® ings’(R) New kitchen. (R) (R) cient Garage" (R) valance; fish and chips. (R) Kitchen (R) (R) 

Story Studio (R) Real Kids. Real Ad- Jaws & Claws Sss- Crocodile Hunter’s Outward Bound (R) [PopSci (R) Boneheads-Pale- |Acom: The Nature Jim Henson’s Ani- Jay Jay the Jet Pappyland Turtle Salty's Lighthouse 

68 101 _ [ventures (R) nakes 1 ’ (R) _ Croc Files (R) _ oworld _ Nut (R) (CC) mal Show (R) Plane _Lou is inattentive. (R)_ 

'Understanding "Mysteries of Memory’ (R) Forbidden Depths (R) (Part 1 of 2) Forbidden Depths (R) (Part 2 of 2) Deep Oceans How military technology Science Live! (R) Deep Oceans Examining old sea myths 

2 00 __ has benefited ocean ecology. (R) __ and discovering new forms of life. (R) 

(5:20) * * "A Mom for Christmas" “Angels in the Attic" (1997) Clayton Taylor. Two children hand * * * “Cinderella" (1997, Musical) Whitney Houston. Brandy. (:05) So Weird (R) |(:35) Jersey (R) Zorro (CC) 449038 |New-Spin and Mar- 
** 31 (1990, Fantasy) (CC) (136) 45303632 out stolen money to the poor. (CC) (1:30) 463038 Whoopi GolJberg. (CC) (1:36) 5414458 (CC) 5998767 (CC) 15054583 ty 777458 

Timon & Pumbaa 'Tale Spin (CC) Ducktales (CC) Bonkers (CC) [Aladdin (CC) Darkwing Duck Gargoyles (CC) [Gargoyles (CC) Shnookums & Meat Sonic the Hedge- Blazing Dragons Aladdin 

59 39 (CC) 4648125 4639477 5569090 4628361 [5585038 (CC) 5564545 5313729 2872187 2546293 hog 2555941 5318274 3991361 


Out the Box 715583 


Comicview (R) 791903 


Live From LA 711767 


* *■, "Radio Flyer" (1992. Drama) Elijah Wood 
fanciful escape from their stepfather. (1:53) 61251 


Mazzelto, Lorraine Bracco Two children plan a * * “A 

naive B 


Acme Hour 7763106 


2872187 _ 2546293 _ 

>8699 |True Hollywood Story ‘Gilligan’s Island" Critics scoffed and egos flared when ‘Gilli- Wild On Brooke Bu 

_ [gan’s Island" made its 1964 debut. (R) 348835 _ visit A-list places. 3! 

Pope John Paul II Opens 659274 [Joyful 6434403 [Pope John Paul II Opens the Holy Door and Vespers 302212 

[Holiday Romance" (1997) Roma Downey. Hector Elizondo. A * * j, “One Christmas" (1994, Drama) Katharine Hepburn, He 

to pose as her employer's wife. (137) 369767 _ sent to New Orleans to see his es tran ged father. (CC) (1:36) 95 

!74 ^ood Eats Extreme Cuisine Iron Chef 7754458 [Emeril Live R) 775 

M'A*S*H (CC) Married... With Mamed... With ToughmanWorlTChampionships * * “The Forced 

1185922 _ 1684458 _ 1696293 9991458 rookie to investigate 

Body Language As Seen On Family Feud Ruckus 5934651 [Tattletales 1977380 [Extreme Gonq 
[Crowd 7334274 17676854 7343922 7339729 

Christmas Castles Christmas Casties Christmas Castles [Christmas Castles I Christmas Castles White H. Cmas 

(R) 3937800 |(R) 9981632 (R) 3026748 [(R) 3038583 |(R) 4030038 1746038 _ 

History's Lost & Found (CC) 3902496 Times Capsule An overview of the last 1.000 years, including grand themes of! 
_ money, adventure and invention. (R) (CC) 3982632 

* * * “Blue Velvet" (1986. Drama) Kyle MacLachlan, Isabella Rossellini, Dennis * ♦ s “Lost Highway” (1997. Dram 

Hopper. David Lynch s controversial study of small-town depravity (2:00) _ Bizarre occurrences mark the lives c 

“Christmas in My Hometown" (1996. Drama) Melissa Gilbert. Tim Matheson. An ex- Oh Baby ‘Corrup- [Golden Girls i 
ecutive controls the fate of a small town’s economy. (1:36) 365941 tion" (R) 370748 474038 

Model 495496 TModeMl8835 [Fashionably Loud V (R) 402944 ~ Road Rules Road Rules 

Opry Backstage ^Grand Ole Opry 'Holiday Celebration on Ice (R) (CC) Prime TimTCountry A Christmas o 
(CC) 918583 live 648212 _ 471354 bration with Kenny Rogers. 705258 

Big Help Concert (R1305309 Rugrats(CC) TDeeds of Eddie I Love Lucy "The I Love Lucy. 

__ 775019 [ 787 854 Diner" 669019 

* * “The Ghosts of Dickens' Past" (1998) Jennifer Bertram (1 36) 7958380 | Gaither Homecoming Hour 698669 

trnky" (1987, Drama) Stephanie Zimbalist. * * “Going for the Gold: The Bill Johnson Story"]1985, (:40) ** * “l 

jleyJr (CC) (140)89532125 _ [Drama) Anthony Edwards. (1 40) 2832632 _ |(!983) Howarr 

) Richard Dreyfuss. Holly Hunter, John Goodman A firefighter’s ghost re- * k % “Almost an Angel" (1990, Comedy) Paul Hogan,! 

) (201) 5260545 convinced he has become God’s messenger. (CC) (1:35) 1 

52 |In Touch iCC) 5738854 [Hour of Power (CC) 5714274 [CarmaiT(CC,. [Jacobs 164 m 

* * * “King of Kings" (1961. Drama) Jeffrey Hunter. Siobhan McKenna. Nicholas Ray's account of the life of Jesus (2 48 

ing" **** •‘DialITfor Murder" (1954, Suspense) Ray Milland. Grace Kelly A money- * * * »'“Suspicion'll W1, Suspei 

hungr y manfr plot to kill his wtte goes awry (1:46) 3006632 __ wicke A woman fears that her hush 

(R) My s teri es of Magic "The Impossible [Mysteries of Magic “Masters of the Mya- Mysteries of Magic "Death befymg 
Made Possible' (R) 176962 tery’ (R) 871570 

>rv" * ♦ “A Christmas Carol" (1999) Patrick Stewart. Richard 


25 Our Lady-Daily Mass 273361 

~ (5:00)"Like Father l;ke Santa" (19fl 
33 Gary Coleman (CC) (136) 744309 
76 Victoria Magzn 2799800 

7T (4:30) * * * "M'A'S'H: Goodbye, 

35 Fare well, Amen" (1983) (2 00) 32593 
Newlywed Game New Newlywed 

' 7656090 _ ! Game 7670670 

„ Christmas Castles (R) 1734293 




Emeril Live (R) 
M*A*S*H (CC) 




returnsjo guide a rookie pilot. (CC) ( 201) 9396816_ 

Ron Luce [videos 7291800 |AI Denson 

(:35f* * i “Corrina, Corrina’ r (1994) (1:54) 56272309 

le. Odnc Hard [****“The Birds" (1963) Rod 
835 _ Tippi Hedren (2 00) 20383187 


Mysteries of Magic 'The Impossible 
Made Possible" (R) 526403 


Crotchety 


1982212 


7157922 Emergency! 7952106 


va al Epcot Center 


t >re al mitenio 


TLC* (R) 340293 


the Musk (R) 337779 


(R) 349564 


(CC) 157545 


35 

36 

_ 

Animal X (R) 60699 

Twisted Tales 

lizards’ 44651 

Emergency Vets (R) 

(CC) 274% 

Wildlife Emergency 

40835 

USDAA Grand Prix of Dog Agility (R) 

15125 

Celebrity Crusaders “Wildlife Legacy" (R) 
95361 

Emergency Vets (R) Wildlife Emergency 

(CC) 61477 (R) 70125 


Wayana 
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CNBC 


CNN | 
CNNF 


CSPAN 


CSPAN2 


MSNBC 


SPORTS CHANNELS 


ESPN 


ESPN2 


ESPNC 


ESPNN 


SHOW 


SHOW2 


43 Squawk Box Olympic Show National Geographic Explorer (R) 4199477 Tim Russert (R) 5725380 National Geographic Explorer (R) 7381477 

40 Capital 561903 Sports 585583 Worldview (CC) [Money 581767 | Larry King Weekend (CC) 923729 Worldview | Capital 832038 Sports Tonight (CC) 939380 

46" (Off Air) 

3 American Pres. | Public 362800 Prime Time Public Affairs 333903 [American Presidents: Life Portraits 'Benjamin Harrison" President Benjamin Harrison. (R) 522496 | Affairs 507651 

iT Encore Booknotes (R) History on Book TV Book TV History on Book TV (R) 

42 Judith Regan Tonight O’Reilly Factor (R) [Beltway Boys | Beyond the News Fox Magazine Full Nelson 

. [Weekend Maqazine Time and Again 'Weekend Magazine [Headliners & Legends (R) Time and Again 


Bt 213854 


(Off Air) 
American 


362800 


(5:30) Outside the Sportscenter (CC) NFL 2Night (CC) College Football Oahu Bowl - Hawaii vs. Oregon State. From Honolulu. (Live) (CC) 
Lines 885361 858816 124361 

(4:00) Auto Racing NASCAR Winston Cup - NAPA 500. From 50 Greatest - ^ [50 Greatest Ath- 150 Greatest Ath- 150 Greatest Ath- 

Atlanta Motor Speedway in Hampton, Ga. 8959926 letes 5 467816 letes 1166458 letes 1178293 letes 7385293 

(5:00) New Jersey Devils at New York Rangers Game 7 of the 1994 Eastern Confer-|Aubum vs. Richmond 3995106 
ence finals 

ESPNews 


Sportscenter 


Ath- 50 Greatest Ath- NFL 2Night (CC) NBA 2Night (CC) 

3 I letes 4473651 7397038 _ |8519090 _ 

Devils at New York Rangers Game 7 of the 1994 Eastern Conference fi 


50 Greatest Ath 
letes 1848057 


nals. 5701477 

ESPNews 


ESPNews 


ESPNews 


ESPNews 


ESPNews 


ESPNews 


ESPNews 


ESPNews 


Front Nine. From Willow Creek Country Club in Sandy, Utah. (R) 2997632 Golf Ganter 


Nine. From Willow Creek Country Club in Sandy, Utah. (R) 4698187 Workshop 4473361 


Game That 


FOX Sports News 364748 


621877 


ights and memorable moments from 1999.671372 


Hampton Classic. From Bridgehampton, N.Y. (R) 4494854 


World Cup Ski Jumping From Pred 

Italy. (Taped) 8818212 

(3:30) Auto Racing SCCA Valvolme 


From Bn 


Cup Ski Jumping From Predazzo 
Italy. (R) 9014212 _ 

CA Valvoline Runoffs -- Day Three. From Mid-Ohio Sports Car Course in Lexington, Ohio (Taped) 4431293 


Day Two. 


Michael Rooker 


Saturday’s Best Bets 


Money 103421 


|(:05) ** "Palmetto" (1998, Suspense) Woody Harrelson. Elisabeth Shue, Gina I*** “The Mask of Zorro’ (1998. Adventure) Antonio Banderas, Anthony Hopkins, Cathenne Zeta-Jones. (:20) * * * "Death Wish" (1974. Drama) Charles Bronson, 
63 670 Gershon. After being released from prison, a former reporter gets caught up in murder The fabled avenger trains an uncouth protege to drive an evil Spanish tyrant from California once and for ail Hope Lange, Vincent Gardenia. ‘R (Adult language, adult situa 
_I _(CCJ (2 16) 4800038 _[tlons. nudity, vi olence) (133 ) 41952090 


Saturday’s Selected Latenight Movies 


tmc 


12:00 a.m. OH “Another Day in 
Paradise’' (1999, Drama) 

(1:45) 8455317 

_! “Body Count” * * (1998. 

Suspense)(1:25) 5194751 
12:15 a.m. CEE) “Diplomatic 
Siege” + + '/, (1999, Action) (1:35) 

17360510 _ 

12:20 a.m. “Lifebreath” 

WWW (19 97) (1:3 5) 36932997 
12:45 a.m. HiMVI “Red Corner” 

* * (1997 , Dram a) (2:15) 71179336 
12:55 a.m. “Cheaper by the 

Dozen” WWW (1950, Comedy) 
(1:30)79735713 

(if fi [**>"; f steT ki *q/n£ A 


1:00 a.m. R7F1 “Still Smokin’” 

W W (1983, Comedy) (1:35) 2585607 

1:15 a.m. EHEE23 “Execution of 
Justice” W W (1999, Drama) (1:50) 
85364189 

1:20 a.m. l-lUkE41 “Little Voice” 

W W 14 (1998, Comedy-Drama) (1.40) 
20369201 

1:25 a.m. 023 “Expect No Mer¬ 
cy” W (1995, Drama) (1:35) 
73480152 

1:50 a.m. flTFl “Daybreak” 

WWW (1993, Drama) (1:30) 
2565539 

# # I V.A frtflffW' 


1:55 a.m. “Firestorm” w 

(1998. Adv enture) ( 1:35) 69722249 

2:00 a.m. ilLVM “A Good Man 
In Africa” W W (1994. Drama) 
(2:00) 349 572 

2:15 a.m. CEQ “Proteus” ww 

(1995. Hor ror) (1: 45) 43936881 

2:25 a.m. (Mi “Stalk the Wild 
Child” W W (1976, Drama) (1:33) 

38226084 _ 

3:00 a.m. jdifriVA “Othello” 

WWW (1995, Drama) (2:05) 
58468591 

_I “Bad” WW4 (1971, Drama) 

(150) 6700084 

?f i GO) twitr * TltXslrnir.woi 


TMC 


SHOW2 


3:05 a.m. iTH “Lost in Space” 

W W (1998, Science Fiction) (2:15) 
21568317 

I “The Big Hit” ww 

(1998, Action) (1:40) 80135336 

3:20 a.m. fim "Gloria" W 54 
(1999, Drama) (1:50) 84547404 
3:30 a.m. “Driftwood” W 14 

(1995, Suspense) (1:45) 5085978 

4:00 a.m. C233 “Buffalo 66” 


WWW (1998, Comedy-Drama) 
(2:00) 625733 

4:35 a.m. “The Bugs 

Bunny/Road Runner Movie” 


WWW (1979, Comedy) (1:40) 
63444249 

4:45 a.m. Id:V/fl “Hurry Sun¬ 
down” W W (1967, Drama) (2:30) 
71467317 
4:50 a.m. I 


TMC 


“Looking for 
Lola” (1997, Comedy) (1:40) 
54388510 

5:15 a.m. CHiB “Teen Wolf” 


ww (1985. Comedy) (1:45) 
42165201 

5:20 a.m. HMl “The Blue Max” 

WWW (1966. Drama) (2:40) 
46105794 

tttubuJ, ^l r Si4rtan1j at ar 


TMC 


prisoner who insists he’s the real San¬ 
ta Claus. He agrees to help the man 
escape and get back to work deliver¬ 
ing presents. Gary’s (Kyle Chandler) 
Christmas crisis involves a teddy bear 
with a bomb inside that’s set to go off 
at a crowded skating rink. M. Emmet 
Walsh guest stars. 

The Simpsons/The PJs/ 
Futurama/King of the Hill 

7 P.M. ON FOX 

If the preholiday rush made you 
miss your favorite animated sitcom’s 
Christmas episode, here’s another 
chance to catch ’em all. In “The Grift 
of the Magi,” a company uses the chil¬ 
dren of Springfield to develop the ul¬ 
timate toy. Gary Coleman, Tim Rob¬ 
bins and Joe Mantegna supply guest 
voices. Next,Thurgood (voice of Eddie 


Murphy) alienates the neighbors by 
becoming a repo man to make money 
for Muriel’s gift in “How the Super 
Stoled Christmas.” Then John Good¬ 
man gives voice to the scary Y3K in¬ 
carnation of Santa in “Xmas Story.” 
Finally, Hank and Dale try to cheer up 
a depressed Bill in “Pretty, Pretty 
Dresses.” 

Movie: King of Kings 

7 P.M. ON TBS 

After the chaos of unwrapping, 
gorging and socializing, sit the family 
down for this reminder of the reason 
for the season. Director Nicholas Ray’s 
1961 biography of Jesus stars Jeffrey 
Hunter — whom “Star Trek” fans will 
recognize as Capt. Christopher Pike 
— in the tide role. Siobhan McKenna 
plays his mother, Mary. 


SATURDAY EVENING 

i b I a I 6:00 i 6:30 


NFL Football 

3 P.M. ON CBS 

Hie Detroit Lions will need tunnel 
vision in order to avoid a letdown to¬ 
day against the Denver Broncos. The 
Broncos are having a down year, and 
the Lions may be tempted to look 
ahead to next week’s game at Min¬ 
nesota, a contest that could decide the 
NFC Central winner. Whether its 
Charlie Batch or Gus Frerotte under 
center, the Lions have been one of the 
league’s biggest surprises, using qual¬ 
ity receivers such as Germane Crowell 
and Johnnie Morton to ignite the of¬ 
fense. Injuries have decimated the 
Broncos this season, but they remain a 
dangerous and competitive team. Bri¬ 
an Griese, in his second season, has 
shown coach Mike Shanahan he has 
the tools to be the Broncos quarter¬ 
back of the future. 


The Walt Disney World 
Very Merry Christmas Parade 

7 P.M. ON ABC 

In previous years, families had to in¬ 
terrupt their gift unwrapping and 
meal preparing to watch this yuletide 
extravaganza. This year, you can give it 
your full attention as you unwind 
from the busy holiday, ABC is taping 
the parade and airing it in prime time. 
Actors Mitchell Ryan and Susan Sulli¬ 
van (Greg’s folks from “Dharma & 
Greg”) host the two-hour show. 


7 P.M. ON CBS 

An encore of “Christmas,” the 
show’s 19% holiday episode, provides 
a treat for fans of Chuck (Fisher 
Stevens). Jailed on a scofflaw charge 
on Christmas Eve, he meets a fellow 


Brian Griese 

NFL FOOTBALL 


7:30 




December 25,1999 

11:30 


B - Bresnan A - Astound 


NEWS CHANNELS 


MSC 


OUT 


SPEED 


ENC 


PREMIUM CHANNELS 




9:00 


HB02 
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Week’s Best Movies 



Alien it irk % (1979, Science Fiction) Tom 
Skerritt, Sigourney Weaver. An outer-space 
stowaway attacks interstellar miners. (CC) 

R’(Ad ult language, graphic violence) (2:00) 
QES | Tue. 11:15 p.m. 9261247 
Aliens k k in (1986. Science Fiction) 
Sigourney Weaver. Michael Biehn. A task 
force goes to eradicate a hideous space 
species. ‘R’ (Adult language, graphic vio¬ 
lence) (2:20) FYEre | Fri. 10:40 p.m. 
99651279 


American Graffiti ★ ★ ★ ★ (1973, Come¬ 
dy) Richard Dreyfuss, Ron Howard. Teen¬ 
agers in 1962 California ponder their fu¬ 
tures. (CC) PG' (Adult language, adult situ¬ 
ations) (2:00) fTTI3 Sun. 7:45 a.m. 
73084635, 7 p.m. 7476242; Fri. 3:15 p.m. 
8937540, 10:50 p.m. 7322250 

Another Thin Man kkk (1939, Mystery) 
William Powell, Myrna Loy. A murderer 
strikes at an exclusive Long Island estate. 
(2:00) CEQ Sun. 11 a.m. 2244971 
Antz kkk (1998. Adventure) Voices of 
Woody Allen. Sharon Stone. Animated. A 
worker ant falls for the queen's daughter. 
(CC) PG’ (Adult language, mild violence) 

(1:30) C23 Tue. 10 a.m. 166179 
Around the World in 80 Days ★ * * ★ 
(1956. Adventure) David Niven, Shirley 
MacLaine. Based on Jules Verne's novel 
about a globe-trotting Brit. (3:00) fTTa Sat. 
4 p.m. 347403. 11:30 p.m. 765729 

Avalon (1990, Drama) Armin 

Mueller-Stahl, Aidan Quinn. A family of im¬ 
migrants pursues the American dream. 
(CC) PG’ (2:10) CS3 Fri. 2:20 a.m. 
29206800 



Babe kkkk (1995. Comedy-Drama) 
James Cromwell. Magda Szubanski. A 
young pig becomes a champion sheep 
herder. (CC) (2:00) B Sun. 6 p.m. 14258 

Battling Butler kkk (1926, Comedy) 
Buster Keaton, Sally O’Neil. Silent. A 
wealthy young man passes himself off as a 
boxer. (1:15) fTT3 Sun. 3:45 a.m. 
94563952 

Beneath the Planet of the Apes * * * 

(1970. Science Fiction) James Frandscus. 
Kim Hunter. An astronaut finds a society 
that worships the atomic bomb 12:05; iTTT 
Sat. 11 a.m 44077767 

Birdman of Alcatraz * * * (1962. Biogra¬ 
phy) Burt Lancaster. Karl MaWen A prison 
inmate becomes a world-famous authority 
on birds. (CC) (2:30) fPTl Wed 9 p.m. 

1370025 

The Birds kkk > (1963, Suspense) Rod 
Taylor. Tippi Hedren. A small shore town is 
attacked by thousands of birds. (2:15) £1371 
Sat. 11 p.m. 20383187 

Bluegrass kkk (1988, Drama) Cheryl 
Ladd. Brian Kerwin. The farm’s future rides 
on a promising Thoroughbred. (1:30) CTT51 
Sun. 2 p.m. 402616 

Bring on the Night ★ ★ * (1985, Docu¬ 
mentary) Sting, Omar Hakim. A look at for¬ 
mer Police singer Sting and his jazz en¬ 
semble. PG-13’ (Adult language) (1:45) 
Him Wed 2:15 p.m. 85846377 

Buffalo 66 * * ★ (1998. Comedy-Drama) 
Vincent Gallo. Christina Ricci. An ex-con 
concocts a crazy plan to impress his par¬ 
ents. R’ (Adult langu age, adult situations, 
nudity) (2:00) HU Sat. 4 a.m. 625733 



The Champ * * * , (1931, Drama) Wal¬ 
lace Beery, Jackie Cooper. A failed boxer 
makes a com ebac k to win his son’s re¬ 
spect. (1:30) fTTTl Thu. 2:30 a.m. 792723 

Cheaper by the Dozen * * * (1950, 
Comedy) Clifton Webb, Jeanne Crain. A 
turn-of-the-century couple raise 12 boiste 
ous children. (1:30) fim Sat. 6:55 a.m. 
8217800. 12:55 a.m. 79735713 


A Christmas Carol ★ ★ * (1938, Fantasy) 
Reginald Owen, Gene Lockhart. Christmas 
ghosts teach Scrooge about compassion. 
(1:15) CS3 Fri. 6:45 a.m. 12485873 

A Christmas Carol kkk (1951, Fantasy) 
Alastair Sim. Kathleen Harrison. Three 
ghosts teach miserly Scrooge a lesson. 

(1:30) rTTFl Fri. 3 p.m. 290873, 9:30 p.m. 
528927; Sat. 12 p.m. 253632 

Cinderella (1997, Musical) Whitney 
Houston, Brandy. A young woman learns 
the power of positive thinking. (CC) (1:35) 
eud Thu. 6 p.m. 3461304; Sat. 8:30 p.m. 
5414458 

City of Joy ★ ★ ★ (1992, Drama) Patrick 
Swayze, Pauline Collins. A disillusioned 
American doctor finds new hope in India. 
(2:00) GS3 Mon. 12 p.m. 763049 

Close Encounters of the Third Kind 

★ ★ * ★ (1977, Science Fiction) Richard 
Dreyfuss, Francois Truffaut. A lineman’s ob¬ 
session with UFOs leads him to Wyoming. 
(CC) ‘PG' (Adult language) (2:20) EB 
Mon. 12:50 a.m. 74113112; Fri. 8:25 a.m. 
55253540, 11:10 p.m. 56547521 

The Conversation ★ * ★ * (1974, Drama) 
Gene Hackman, John Cazale. A wiretapper 
is ensnared in a complex murder plot. (CC) 
‘PG’ (Adult language, adult situations) 

(2:00) C!T?T1 Mon. 2 p.m. 125038; Fri. 1:35 
p.m. 8787502 

Cop Land kkk* (1997. Drama) Sylvester 
Stallone, Harvey Keitel. A small-town sheriff 
battles corrupt New York cops. (CC) ‘R’ 
(Adult language, brief nudity, violence) 

(1:50) ES3 Wed. 8:45 p.m. 64037667 

Cousins kkk'b (1989, Comedy-Drama) 
Ted Danson, Isabella Rossellini. Two adults 
learn their spouses are having an affair. 
PG-1 3' (Adu lt language, adult situations) 
(2:00) DU Sun. 2 p.m. 575155 



Dead Poets Society kkk* (1989. Dra¬ 
ma) Robin Williams, Robert Sean Leonard. 
An unorthodox teacher inspires his prep- 
school students. (CC) ‘PG' (2:15) rm 
Wed. 9:30 a.m. 60194938 

Death Wish ★ * * (1974, Drama) Charles 
Bronson. Hope Lange. A man turns vigi¬ 
lante after a brutal attack on his family. R’ 
(Adult langua ge, a dult situations, nudity, vio¬ 
lence) (1:40) HTTq Sat. 10:20 p.m. 
41952090 

Deconstructing Harry kkk* (1997, 
Comedy) Woody Allen, Kirstie Alley. A trou¬ 
bled writer visits a college to accept an 
award. (CC) R‘ (A dult language, adult situa¬ 
tions) (1:40) RTjI Thu. 12 a.m. 6461960 

Donovan's Reef * * * (1963. Comedy) 
John Wayne. Lee Marvin. A man's life is 
disrupted by the arrival of his daughter. 
(2:00) GZ3 Wed. 7 p.m. 852629 



Elvira Madigan kkk* (1967, Drama) Pia 
Degermark, Thommy Berggren. A cavalry¬ 
man deserts his family for a tightrope walk¬ 
er. ‘PG’ (1:30) £2223 Tue. 12:15 p.m. 
3477605 

Ever After: A Cinderella Story * * ★ 

(1998. Romance) Drew Barrymore, Anjelica 
Huston. A courageous scullery maid wins 
the heart of a pri nce. (C C) PG-13’ (Adult 
language) (2:00) DTI Thu. 11 a.m. 

389675 



Field of Dreams kkk* (1989, Fantasy) 
Kevin Costner, Amy Madigan. A voice urges 
a farmer to build a ballpark on his property. 
(CC) (2:11) C23 Thu. 8 p.m. 1092588 
Five Million Years to Earth * * k (1967, 
Science Fiction) Andrew Keir. Barbara Shel¬ 
ley. Ancient alien life forms are uneart hed in 
London’s subways. (CC) (2:00) Mon. 

11:30 p.m. 377399 

Four Weddings and a Funeral kkk* 

(1994, Comedy) Hugh Grant, Andie Mac- 


Dowell. A British bachelor falls for a fellow 
wedding guest. (CC) R’ (Adult language, 
adult situations) (2:00) H:g»iVi Fri. 11:15 
p.m. 6805298 



The General kkkk (1927, Comedy) 
Buster Keaton. Marion Mack. Silent. A rail¬ 
road engine er bec omes a Confederate 
hero. (1:30) fTT3 Mon. 5 a.m. 727841 

Geronimo: An American Legend kkk 

(1993, Western) Jason Patric, Gene Hack- 
man. An Army lieutenant is ordered to cap¬ 
ture the Apache leader. (CC) ‘PG-13’ (Vio¬ 
lence) (2:00) fmr | Fri. 1:30 p.m. 
6258827 

Giant (1956. Drama) Elizabeth 

Taylor. Rock Hudson. George Stevens' Os¬ 
car-winning portrait of feuding Texans. 
(2:00) rPR Thu. 3 a.m. 786095; Fri. 3 a.m. 
320019 

Gods and Monsters (1998, Dra¬ 

ma) Ian McKellen, Brendan Fraser. A gar¬ 
dener enlivens the final days of director 
James Whale. ‘R’ (Adu lt langu age, adult sit¬ 
uations, nudity) (2:00) UiMVi Sun. 7 p.m. 
374093; Wed. 7 p.m. 610321 

The Gold Rush ★ ★ ★ ★ (1925, Comedy) 
Charlie Chaplin, Georgia Hale. Silent. A 
prospector finds gold and true love in the 
Yukon. (1:30) C£D Mon. 7 p.m. 8668117 

Gone With the Wind kkkk (1939. Dra¬ 
ma) Clark Gable, Vivien Leigh. The Civil 
War forces a Southern belle to face reality. 
(4:00) B23 Sun. 1 p.m. 1711646 

Good News ★ * ★ (1947, Musical) Peter 
Lawford, June Allyson. A female tutor helps 
a football star make the grade. (2:00) H»P 
Thu. 6:45 a.m. 89528548 

Goodbye. Mr. Chips kkkk (1939. Dra¬ 
ma) Robert Donat. Greer Garson. A shy 


tions) (1:50) Mon. 10:15 a.m. 
28617778 

Here Comes Mr. Jordan ★ ★ k* (1941, 
Fantasy) Robert Montgomery, Evelyn 
Keyes. Celestial powers give a dead boxer 
a second shot at life. (1:45) DTI Mon. 5 
a.m. 4255711 

High Society (1956, Musical) Bing 

Crosby, Grace Kelly. A woman thinks twice 
about her upcoming society marriage. (CC) 
(2:00) 123 Tue. 9 p.m. 9957247 
Hotel ★★★ (1967, Drama) Rod Taylor, 
Catherine Spaak. A financially troubled ho- 
t el ca ters to a variety of guests. (CC) (2:05) 
Wed. 11 p.m. 8065209 

Hush... Hush. Sweet Charlotte kkk* 

(1965, Horror) Bette Davis. Olivia de Havil- 
land. A Louisiana spinster is link ed to a 37- 
year-old ax murder. (CC) (2:30) 0713 Thu. 
4:30 p.m. 188149 



In the Good Old Summertime kkk 

(1949. Musical) Judy Garland, Van John¬ 
son. Feuding co-workers at a music store 
are unwitting friends. (CC) (2:00) JED Tue. 
1 a.m. 6140464; Fri. 7 p.m. 3039960 

It’s a Wonderful Life ★ ★ ★ ★ (1946, Fan¬ 
tasy) James Stewart, Donna Reed. An an¬ 
gel saves a distraught businessman from 
suicide. (CC) (3:00) fD Sun. 7 p.m. 742364; 
Fri. 7 p.m. 540908 



Jack the Giant Killer kkk (1962, Fanta¬ 
sy) Kerwin Mathews, Judi Meredith. A Corn¬ 
wall farm lad tries to shield a princess from 
evil. (2:00) CEO Thu. 7 p.m. 220878 

Jaws kkkk (1975, Horror) Roy Schei- 
der. Robert Shaw. A great white shark ter¬ 
rorizes a New England resort town. (CC) 


To Launch Your Career ... 


CLICK HERE! 



Times 



umno.ca ree rtimes.com 


Career Path 


teacher devotes his life to his students. 
(CC) (DVS) (2:00) CQ Thu. 1 p.m. 
8954743 

Gunfight at the O.K. Corral kkk (1957, 
Western) Burt Lancaster. Kirk Douglas. Wy 
att Earp and Doc Holliday pursue the noto¬ 
rious Clantons. (2:00) tTTTT] Mon. 7 p.m. 
546020 


‘PG’ (Adult language, graphic violence) 
(2:10) E3 Mon. 7 p.m. 91402223 

The Joy Luck Club kkk* (1993. Drama) 
Tsai Chin, Kieu Chinh. Four Chinese 
women cope with their Americanized 
daughters. (CC) *R' (Adult situations) (2:30) 
i inT/i Thu. 1 a.m. 770960 




Hamlet kkk (1990, Drama) Mel Gibson, 
Glenn Close. A prince searches for the truth 
behind his father's death. (2:30) rm Fri. 
6:30 p.m. 272750 

Hannah and Her Sisters * * * * (1986, 
Comedy) Mia Farrow, Michael Caine. Os¬ 
car-winning portrait of three Manhattan sib¬ 
lings.‘PG-13’(Adult language, adult situa- 

TCM Latenight Movies 


The Kid From Brooklyn * * * (1946, 
Comedy) Danny Kaye, Virginia Mayo. A 
meek milkman accidentally creams a cham 
pion boxer. (2:00) fTT3 Tue. 5 p.m. 600537 

King of Kings kkk (1961, Drama) Jef¬ 
frey Hunter, Siobhan McKenna. Nicholas 
Ray’s account of the life of Jesus. (3:35) 
Sat. 7 p.m. 69079125 




Lethal Weapon ★★★ (1987, Drama) Mel 
Gibson, Danny Glover. A veteran detective 
is paired with an eccentric partner. (CC) R' 
(Adult language, adult situations, nudity, vio¬ 
lence) (2:00) CHTiT3 Fri. 7 p.m. 172637 

The Letter kkk* (1940, Drama) Bette 
Davis, Herbert Marshall. An a ccuse d mur¬ 
deress is blackmailed. (2:00) IH71 Tue. 11 
a.m. 2288315 

Little Boy Blue ★ ★ * (1997, Drama) 

Ryan Phillippe. Nastassja Kinski. A teen 
puts off college to deal with his abusive fa¬ 
ther. (CC) ‘R’ (Adult la nguage , adult situa¬ 
tions, violence) (1:45) | Mon. 7 p.m. 

8869001; Fri. 1 a.m. 9582038 

The Little Princess kkk* (1939, Drama) 
Shirley Temple, Richard Greene. A girl es¬ 
capes boar ding school to find her soldier fa¬ 
ther. (2:00) fTT3 Sat. 5 p.m. 560309 

Little Women (1933, Drama) 

Katharine Hepburn, Joan Bennett. Four sis- 
ters s trengthen their family ties. (CC) (2:00) 
fTO Thu. 5 p.m. 6392859 

The Looney, Looney, Looney Bugs Bun¬ 
ny Movie ★ ★ ★ (1981, Comedy) Voices of 
Mel Blanc, June Foray. Animated. Bugs 
Bunny recalls classic bits from his films. 
(CC) ‘G’ (1:20) PmT | Sat. 7:30 a.m. 

94911449 

A Love Affair: The Eleanor and Lou 
Gehrig Story kkk (1978, Biography) 
Blythe Danner. Edward Herrmann. The Yan¬ 
kee first bas eman and his wife battle dis¬ 
ease. (1:40) f2Wn Sat. 8:25 a.m. 
57520922, 4:40 p.m. 60815922 

The Love Bug kkk (1969, Comedy) 
Dean Jones, Michele Lee. A spirited Volk¬ 
swagen rolls into a race-car driver's life. 
(CC) G’ (1:55) E3 Sat. 10:15 a.m. 
66222106 

Lovelife kkk (1997, Comedy) Saffron 
Burrows, Sherilyn Fenn. Mismatched lovers 
search for their perfect mates. (CC) ‘R’ 
(Adult language, adult situations) (1:40) 
mTT | Wed 10:35 p.m. 86059551 

Lovers and Other Strangers * * k* 

(1970, Comedy) Gig Young, Anne Jackson. 
A couple's impending nuptials cause famil¬ 
ial crises. (1:50) fMI Mon. 2:35 p.m. 
66745488. 12:25 a.m. 39533247 

Lucas * * ★ (1986, Drama) Corey Haim, 
Kerri Green. A boy with an advanced IQ 
struggles with puppy love. (2:00) Q3 Thu. 

11 a.m. 3665946; Sat. 12 p.m. 7871699 



Mad Dog and Glory kkk (1993, Com¬ 
edy-Drama) Robert De Niro, Uma Thur¬ 
man. A gangster gives a woman to the 
man who saved his life. (CC) (2:00) PI71 
Fri. 12:30 a.m. 294380 

Madeline kkk (1998, Comedy-Drama) 
Frances McDormand, Nigel Hawthorne. 
The redheaded French girl must come to 
her school's r escue. ( CC) ‘PG’ (Adult lan¬ 
guage) (1:35) Uil'W'i Sun. 3:30 p.m. 
6390635; Fri. 3:30 p.m. 6192095 

The Mambo Kings kkk (1992, Drama) 
Armand Assante. Antonio Banderas. 
Based on Oscar Hijuelos’ novel about two 
Cuban musicians. (CC) ‘R’ (Ad ult lan - 
guage, adult situations) (1:45) ITa Thu. 

1:40 a.m. 36067521 

A Man for All Seasons kkkk (1966. 
Drama) Paul Scofield. Robert Shaw. Sir 
Thomas More has a fatal conflict with 
King Henry VIII. (2:30) Q23 Sat. 8 a.m. 
801835 

The Man in the Iron Mask * * * (1977. 
Adventure) Richard Chamberlain. Louis 
Jourdan. Political enemies force a man to 
wear a terrible mask. (1:50) IJH.'I Mon. 
8:35 a.m. 73015865, 10:35 p.m. 
96583865 

Man on a Swing kkk* (1974, Mystery) 
Cliff Robertson. Joel Grey. A weird psy- 


Sunday 

December 19, 1999 

1:15 a.m. M “Blossoms 
In the Dust" kkk (1941, 
Drama) (1: 45) 60 586759 
3:00 a.m. M “The Paint¬ 
ed Hills” kk (1951. West¬ 
ern) (1:30) 3386049 
5:00 a.m. EEJ “Adven- 
. ture” kkk (2:30)2712594 

Monday 

December 20, 1999 

3:30 a.m. CE) “Abbott 




and Costello in Holly¬ 
wood" k k * (1945, Come¬ 
dy) (1:30) 5990044 
5:00 a.m. M “Mutiny on 
the Bounty" k k k k 
(1935, Adventure) (2:30) 
2789266 

Tuesday 

December 21, 1999 

1:00 a.m. CE) ‘‘In the 
Good Old Summertime" 

kkk (1949, Musical) (2:00) 
6140464 

-puid fmilhuoitjil A .moo.6 


3:00 a.m. M “The Band 
Wagon” kkk (1953, Mu¬ 
sical) (2:00) 3310006 

5:00 a.m. fFO “Always 
Leave Them Laughing” 
kk (1949, Drama) (2:00) 
3853629 

Wednesday 
December 22, 1999 

1:30 a.m. M “The Train’ 
kkk* (1965, Drama) 
(2:30) 6172255 

5:00 a.m. KO “Huckle¬ 


berry Finn 

'ji.BiO /oviiiH 


i* 


kk (1974 
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Musical) (1:45) 31068878 

Thursday • 

December 23, 1999 

12:30 a.m. fPO “The 
Clown" kk* (1953, Dra¬ 
ma) (2:00) 35887 24 
2:30 a.m. M “The 
Champ" kkk* (1931, 
Drama) (1: 30) 79 27231 
4:00 a.m. tM “Melody 
for Two" k* (1937, Musi¬ 
cal) 1886417 
5:00 a.m. M “Love 
Finds Andy Hardy” kk* 


KiT 


(1938, Comedy) (1:45) 
31028250 

Friday 

December 24, 1999 

1:30 a.m. EE) “Holiday 
Affair" kkk (1949, Dra¬ 
ma) (1:30) 6057019 

3:00 a.m. H371 “3 Godfa¬ 
thers" kkk (1948. West¬ 
ern) (2:00) 3241922 

5:00 a.m. itH/j “Jack and 
the Beanstalk" kk* 

m Comedy) 


5812212 

Saturday 

December 25, 1999 

1:15 a.m. fffil “Mamie" 
kkk (1964, Suspense) 
(2:15) 60229065 

3:30 a.m. £1371 “The Ken¬ 
nel Murder Case" k k 

(1933, Mystery) (1:30) 
5792404 

5:00 a.m. M “The Year¬ 
ling” ★ ★★•4(1946. Dra- 











December 19-25,1999 


St. Cloud Times 27F 


chic helps police solve a baffling murder. 

(1:55) firn Thu. 4 a.m. 4291665 

The Man Who Came to Dinner 

(1941, Comedy) Monty Woolley, Bette 
Davis. An injured man takes advantage of 
a hospitable family. (CC) (DVS) (2:00) 
naa Fri. 12:30 p.m. 6089618 

The Man Without a Face * ★ ★ (1993, 
Drama) Mel Gibson, Nick Stahl. A disfig¬ 
ured recluse becomes a boy’s mentor. 

(CC) ‘PG-13’(1:55) M Mon. 3:35 p.m. 
40632407; Sat. 1 p.m. 2805309 

The Manchurian Candidate ★ ★ ★ 

(1962, Suspense) Frank Sinatra, Lau¬ 
rence Harvey. An American Army captain 
uncovers an assassination plot. (2:15) 
fUTEl Mon. 4:45 p.m. 80480730 

The Many Adventures of Winnie the 
Pooh **★ (1977, Fantasy) Animated. 
Includes “Winnie the Pooh and the Blus¬ 
tery Day." (2:00) Q Sat. 2 p.m. 98816 

Mamie ★★★ (1964, Suspense)Tippi 
Hedren, Sean Connery. A woman’s com¬ 
plex life turns her into a compulsive thief. 
(2:15) 1133 Sat. 1:15 a.m. 60229065 

M*A*S*H: Goodbye, Farewell, Amen 

★ * ★ (1983, Drama) Alan Alda, Mike Far¬ 
rell. The men and women of the 4077th 
prepare to leave Korea. (2:30) Q3 Sat. 
4:30 p.m. 3259380 

Mask ★★★ (1985, Drama) Cher, Eric 
Stoltz. A disfigured teen strives to lead a 
normal life. (2:30) Q3 Wed. 11 a.m. 
4823006 

The Mask of Zorro ★ * ★ (1998, Adven¬ 
ture) Antonio Banderas, Anthony Hopkins. 
Zorro’s protege crosses swords with a re¬ 
turning tyrant. (CC) ‘PG-13’ (Violence) 
(2:20) EH Sat. 8 p.m. 4800038 

Meet John Doe ★ * ** (1941, Drama) 
Gary Cooper, Barbara Stanwyck. A re¬ 
porter fakes a story a bout a threatened 
public suicide. (2:15) Fri. 8 a.m. 
62274637 

Meet Me in St. Louis ★ * ** (1944, Mu¬ 
sical) Judy Garland, Mary Astor. A disap¬ 
pointed St. Louis family may miss the 
World’s Fair. (CC) (DVS) (2:00) 033 Fri. 

3 p.m. 6098057 

Mr. Love ★ ★ * (1985, Comedy) Barry 
Jackson, Maurice Denham. A meek gar¬ 
dener's funeral draws scads of glamorous 
women. (CC) ‘PG-13’ ( Adult language, 
adult situations) (1:35) Mon. 4:50 
a.m.60983131 

Mr. Love * * * (1985, Comedy) Barry 
Jackson, Maurice Denham. A meek gar¬ 
dener's funeral draws scads of glamorous 
women. (CC) (1:35) iwm.i Mon. 5:50 a.m. 
19054179 

Modern Romance (1981, Come¬ 
dy) Albert Brooks, Kathryn Harrold. A 
neurotic seeks to regain the heart of the 
woman he loves. ‘R’ (Adu lt lan guage, adult 
situations, nudity) (1:35) fiTH Wed. 2 
a.m. 4478101 

Mutiny on the Bounty * * ★ * (1935, 
Adventure) Clark Gable, Charles 
Laughton. The HMS Bounty’s cr ew re bels 
against Capt. Bligh. (CC) (2:30) Q33 
Mon. 5 a.m. 2789266 

Mutiny on the Bounty * ★ ** (1962, 
Adventure) Marlon Brando. Trevor 

Howard. The crew of the HMS Bounty_ 

turns against its captain. (CC) (3:30) Q33 
Tue. 7:30 a.m. 6311063 


The Naked City (1948. Drama) 

Barry Fitzgerald, Howard Duff. Two police 
detectives investigate the murder of a 
playgirl. (1:45) fCTl Wed. 11:30 a.m. 
6311087 

The Naked Gun * * *» (1988, Comedy) 
Leslie Nielsen, Priscilla Presley. Lt. Frank 
Drebin continues his shtick-laden war on 
crime. (CC) ‘PG-13’ (Adult langu age, a dult 
situations, mild violence) (1:30) GQ3 
Mon. 5:30 p.m. 611594 


One Good Cop * * * (1991, Drama) 
Michael Keaton, Rene Russo. A cop be¬ 
comes guardian o f his late partner’s 
daughters. (2:05) ITU Wed. 12:05 a.m. 
44917675 

Outland * * * (1981. Science Fiction) 
Sean Connery, Peter Boyle. A space mar¬ 
shal tries to keep the peace on a jovian 
moon. (1:55) Q Tue. 3:05 a.m. 19303396 


Philadelphia * * * (1993, Drama) Tom 
Hanks. Denzel Washington. A lawyer with 
AIDS sues his former firm over his dis¬ 
missal. (CC) ‘PG-13’ (Adult language) 
(2:05) mm Thu. 8 p.m. 1098762 


Week’s Best Movies 


The Philadelphia Story ★★★★ (1940, 
Comedy) Katharine Hepburn, James 
Stewart. An ex-husband’s return upsets a 
socialite’s wedding plans. (1:55) B Sun. 
1:40 p.m. 19093345 

The Philadelphia Story ★★★★ (1940, 
Comedy) Katharine Hepburn, James 
Stewart. An ex-husband’s return upsets a 
socialite’s wedding plans. (CC) (DVS) 
(2:00) C3ul Tue. 7 p.m. 3108044 

Planet of the Apes ★ ★ ★ * (1968, Sci¬ 
ence Fiction) Charlton Heston, Roddy Mc- 
Dowall. Astronauts crash on a wo rld ruled 
by intelligent simians. (2:30) fiTt Sat. 
8:30 a.m. 444564 


Raiders of the Lost Ark ★ ★ ★ * (1981, 
Adventure) Harrison Ford, Karen Allen. An 
archaeologist races Nazis to find a power¬ 
ful relic. (CC) (2:30) miai Sun. 3:30 p.m. 
6800161 

The Rose Tattoo ★*★54 (1955, Drama) 
Anna Magnani, Burt Lancaster. An earthy 
widow is romanced by a robust truck dri¬ 
ver. (CC) (2:00) ITT?! Mon. 7:25 a.m. 
7891827 

Rushmore *** (1998, Comedy) Jason 
Schwartzman, Bill Murray. A teen over¬ 
achiever and a tycoon vie for a teacher’s 
love. (CC) ‘R’ (Adult language, brief nudi¬ 
ty) (1:40) H/1M1 Wed. 7 p.m. 8802716 


Sailor Beware ★ * ★ (1952, Comedy) 
Dean Martin, Jerry Lewis. The comedy 
team of Martin and Lewis joins the Navy. 
(CC) (2:00) Q23 Fri. 12 p.m. 245057 

Samson and Delilah * * (1949, Dra¬ 

ma) Victor Mature, Hedy Lamarr. Cecil B. 
DeMille’s account of the strong man and 
his nemesis. (CC) (2:30) rTT3 Sun. 8:30 
a.m.828906 

Scrooge ★ ★★ (1951, Fantasy) Alastair 
Sim, Kathleen Harrison. Three ghosts 
teach miserly Scrooge a lesson. (2:00) ID 
Sun. 11 a.m. 78797 

Scrooge (1935, Fantasy) Seymour 
Hicks, Robert Cochran. Ghosts visit 
miserly Scrooge on Christmas Eve. (1:28) 
O Fri. 12:37 a.m. 4451274 

Scrooged ★★★ (1988, Comedy) Bill 
Murray, Karen Allen. A heartless network 
executive learns the folly of his ways. (CC) 
‘PG-13’(Adult language, mild violence) 

(1:45) CE3 Fri. 7 p.m. 3514892 

The Searchers ★ * * ★ (1956, Western) 
John Wayne, Jeffrey Hunter. A Civil War 
hero spends five years searching for his 
niece. (2:30) ITB Sat. 2:30 p.m. 549583 

The Secret Garden * * * (1949, Drama) 
Margaret O’Brien, Herbert Marshall. An 
orphan girl finds friendship at her uncle’s 
estate. (CC) (DVS) (1:45) G23 Sat. 6:30 
a.m. 14492816 

The Secret Garden * ★ * (1993, Drama) 
Kate Maberly, Heydon Prowse. Friendship 
blooms between an or phan and her ill 
cousin. (CC) 4 G' (1:45) Sun. 6 a.m. 
7757838, 3:30 p.m. 89645884; Ri. 6:40 
a.m. 89123786, 5:15 p.m. 93600163 

Seven Days in May * * ★ * (1964, Sus¬ 
pense) Burt Lancaster, Kirk Douglas. A 
general plans a coup after an arms treaty 
is signed. (2:00) fFO Wed. 7 p.m. 
3175716 

She Couldn’t Say No * * * (1954, 
Comedy) Robert Mitchum. Jean Sim¬ 
mons. A wealthy woman’s good i ntenti ons 
spoil her town's economy. (1:45) 

Mon. 10:30 a.m. 3564730 

Sherlock, Jr. * ★ * (1924, Comedy) 
Buster Keaton, Kathryn McGuire. Silent. A 
projectionist fa ntasiz es about being a de¬ 
tective. (1:00) rrB Sun. 5:30 a.m. 
176730 

The Shop Around the Corner * * * * 

(1940, Comedy-Drama) James Stewart. 
Margaret Sullavan. Two feuding clerks fall 
in love via the mail. (CC) (2:00) fEQ Tue. 
11 p.m. 6159112 

South Pacific +*# (1958, Musical) 
Rossano Brazzi, Mitzi Gaynor. A World 
War II nurse fi nds lo ve with a widowed is¬ 
lander. (2:35) firm Mon. 10:25 a.m. 
94044952, 8 p.m. 29046285 

Stagecoach * * ★ * (1939, Western) 
John Wayne, Claire Trevor. Travelers em¬ 
bark on a pe rilous trip across the South¬ 
west. (2:00) rrra Tue. 10 p.m. 701605, 3 
a.m.924071 

Suicide Kings *** (1997, Drama) 
Christopher Walken. Denis Leary. A kid¬ 
napped mobster plays his captors against 
one another. (CC) ‘R’ (Adult language, 
adult situations, nudity, violence) (1.50) 
ithu 8 p.m. 1917675 


TMC 


Suspicion ★★★14 (1941, Suspense) 
Cary Grant, Joan Fontaine. A woman 
fears that her husband is a murderer. 
(2:00) G33 Sat. 9 p.m. 9855835 

The Sweet Hereafter ★★♦54 (1997, Dra¬ 
ma) Ian Holm, Sarah Polley. A town deals 
with the aftermath of a fatal bus accident. 
(CC) ‘R’ (Adult language, adult situations) 
(2:00) E3 Mon. 1 a.m. 7535773 

Swing Time (1936, Musical) Fred 
Astaire, Ginger Rogers. A dancer must 
earn a good living or forget about mar¬ 
riage. (2:00) IIT7B Thu. 1 p.m. 829255 

Sword of Gideon * ★ ★ (1986, Adven¬ 
ture) Steven Bauer, Michael York. Com¬ 
mandos avenge the murders of Israeli 
athletes in Munich. (2:55) Wed. 4 
a.m. 50160878; Thu. 3:20 p.m. 14028878, 
11:25 p.m. 66726410 


The Texas Chainsaw Massacre * ★ * 

(1974, Horror) Marilyn Burns, Gunnar 
Hansen. A family of cannibals lures 
stranded teens home for dinner. ‘R’ (Adult 
language, adult situations, violence) (1:30) 
PTTiTl Wed. 12:30 a.m. 147491 

The Thing (1982, Horror) Kurt 
Russell, A. Wilford Brimley. A polar re¬ 
search station is invaded by an alien life 
form. (CC) ‘R’ (Adult language, graphic vi¬ 
olence) (2:00) HEP! Thu. 7 p.m. 7374830 

The Three Ages (1923, Comedy) 
Buster Keaton, Wallace Beery. Silent. Two 
men compete for a young woman’s favor. 

(1:30) Q23 Wed. 5 a.m. 297236 

3 Godfathers (1948, Western) 

John Wayne, Ward Bond. Outlaws fleeing 
across the desert c ome u pon a dying 
mother. (CC) (2:00) 17371 Fri. 3 a.m. 
3241922 

Three Men and a Baby * * ★ (1987, 
Comedy) Tom Selleck, Steve Guttenberg. 
Three Manhattan bachelors are left in 
charge of an infant. (CC) ‘PG’ ( Adult lan¬ 
guage, adult situations) (1:45) fTTEl Thu. 
7:30 a.m. 5541304 

The Time of Their Lives * * * (1946, 
Fantasy) Bud Abbott, Lou Costello. Two 
ghosts are stuck on Earth until they clear 
their names. (2:00) i-Mlai Sat. 1 a.m. 

1450775 

Titanic * ★ * ★ (1997, Drama) Leonardo 
DiCaprio, Kate Winslet. Oscar-winning ac¬ 
count of the doomed 1912 ocean liner. 
(CC) ‘PG-13’ (Adult language, adult situa¬ 
tions. violence) (3:15) fim Thu. 12:30 
p.m.43882255 

To Catch a Thief * * ** (1955, Mystery) 
Cary Grant, Grace Kelly. A former thief is 
suspected when crime plagues the Riv¬ 
iera. (2:00) nrra Mon. 7:30 p.m. 938407, 

2 a.m. 582808 

Tom Thumb **** (1958, Fantasy) 

Russ Tamblyn, Alan Young. The Brothers 
Grimm tale abo ut a boy only 5 1/2 inches 
tall. (2:00) B32 Sat. 2 p.m. 9864583 

The Train ★★★14 (1965, Drama) Burt 
Lancaster, Paul Scofield. A French rail in¬ 
spector tries to save artworks from Nazis. 
(2:30) B32 Wed. 1:30 a.m. 6172255 

The Train Robbers * * * (1973, West¬ 
ern) John Wayne, Ann-Margret. A widow 
hires a cowboy to help clear her late hus¬ 
band's name. (2:00) B Sun. 1 p.m. 94513 

True Believer *** (1989, Drama) 
James Woods, Robert Downey Jr. A 
burned-out lawyer is goaded into taking 
on a murder case. R’ (Adult lang uage , 
adult situations, violence) (1:50) flTB 
Sat. 6:15 a.m. 88703038, 4:15 p.m. 
62760564 

The Truman Show * * (1998, Come¬ 

dy-Drama) Jim Carrey, Laura Linney. A 
man learns that his world is one continu¬ 
ous TV program. (CC) ‘PG’ (Ad ult la n- 
guage. adult situations) (1:45) II7B Fri. 8 
p.m. 1974960 

The Turning Point *** (1977, Drama) 
Anne Bancroft, Shirley MacLaine. Ballet 
students review the paths their lives have 
taken. (2:05) iJam Sat. 7 a.m. 18776854 

Twilight Zone: The Movie * * * (1983, 
Fantasy) John Lithgow, Vic Morrow. Big- 
screen adaptation of Rod Serling’s TV se¬ 
ries. (CC) ’PG’ (Adult language, violence) 
(1:45) 023 Fri. 6:40 a.m. 80111279 

Twins * * ♦ (1988, Comedy) Arnold 
Schwarzenegger, Danny DeVito. A geneti¬ 
cally enhanced man seeks his short¬ 
changed twin. (2:45) (ED Sat. 9 p.m. 
81189583 


Vacation From Marriage * * * * (1945, 
Comedy-,D r atP4) Deborah Kerr, Robert 
Donat. A wartime separation has positive 
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The identity of the featured celebrity is found within the answers in the puzzle. 
In order to take the TV Challenge, unscramble the letters noted with asterisks 
within the puzzle. 


21 . 


ACROSS 

1. Boyle’s role on “The Practice” (2) 

10. Televangelist’s first name 

11. “Carmen” or “Falstaff” 

12. Tillis or Dawber 

13. Dined 

14. 1958 Vincent Price series 

16. “_Charge” (198*85) 

18. Pablo”; *84 Paul 

Rodriguez sitcom 

20. Numbered cubes 

21. u _ Maverick” (1981-82) 

22. Fight result, for short 

23. Star of Patricia Heaton’s 
series 

24. “Never _ Kissed”; *99 
Drew Barrymore film 

25. Qualified 

27. Paul Simon’s partner 

28. Role on “Sister, Sister” (2) 

32. Limb 

33. “the land of the free... ” 

34. Curry or Matheson 

37. Ms. Davis 

39. Note 

40. Medavoy’s portrayer on 
“NYPD Blue” (2) 

DOWN 

1. _ Sin$ role on “Bonanza” 

2. Historical period 

3. On the _; fleeing 

4. Greco”; ’66 Mel 
Ferrer movie 

5. “I’ve_Secret” 


6. Impersonator 

7. “Work With _” 

8. “Die New (1961-62) 

9. 1984 Tom Selleck film 
13. “_, Wilderness”; 35 

Wallace Beery film 

15. Fences” (1992-96) 

16. Garfield, for one 

17. Rider” (1990-91) 

18. “Lawrence of 1962’s 
best picture Oscar winner 

19. 1948 Humphrey Bogart film (2) 
21. Willie, for one, on “Little 

House on the Prairie” 

24. “Hyperion _” 

26. Fudd of cartoons 

29. Words to Nanette (2) 

30. Martin, for one 

31. Initials for the Sundance 
Kid’s portrayer 

34. Sympathy’s partner, in title 

35. Punky Brewster, for example 

36. Janitor’s item 

38. Ralph Kramden’s neighbor 

39. One thousand fifty 
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results for two spouses. (2:00) fH71 Wed. 
3 p.m. 6054613 

Valmont *** (1989, Drama) Colin 
Firth, Annette Bening. Milos Forman’s lav¬ 
ish treatment of dangerous French li¬ 
aisons. (CC) ‘R’ (Adult s ituations, nudity, 
violence) (2:30) Fri. 2:45 a.m. 

63222038 
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raphy of the famous storytellers. (2:15) 
fTTO Sat. 8:15 a.m. 37936922 


West Side Story * * * * (1961, Musi¬ 
cal) Natalie Wood, Richard Beymer. 
Tragedy cloud s the romance of two young 
lovers. (3:00) iri'J Thu. 7 p.m. 5277439 

What Ever Happened to Baby Jane? 

it it it % (1962, Suspense) Bette Davis. 
Joan Crawford. An insane former actress 
brutalizes her invalid sister. (3:00) ICO 
Sat. 2 a.m. 936775 

White Christmas * * * (1954, Musical) 
Bing Crosby, Danny Kaye. Four entertain¬ 
ers try to save an innkeeper from ruin. 
(2:30) CECl Sun. 11.30 a.m. 144161 

The Wonderful World of the Brothers 
Grimm jk** (1962, Fantasy) Laurence 
Harvey, Claire Bloom. A fictionalized biog- 


The Yearling * * (1946, Drama) Gre¬ 

gory Peck. Jane Wyman. A lonely boy be¬ 
comes attached to an orphaned fawn. 
(CC) (DVS) (2:15) 033 Sat. 5 a.m. 
65363775 

Young Frankenstein * * ** (1974, 
Comedy) Gene Wilder, Marty Feldman. 

Dr. Frankenstein's grandson returns to 
Transylvania. PG’ (Adult language, adult 
situations) (1:55) Mon. 12:05 p.m. 

10900372 


The Young Savages * * * (1961, Dra¬ 
ma) Burt Lancaster. Shelley Winters. An 
assistant district attorney probes a gang 
slaying. (2:00) IH3 Wed. 11:30 p.m. 
5495396 











